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Alcoholism continued 
hepatitis, see Hepatitis 
and hyperlipidemia 10/30/80. 1 
and ketoacidosis 10/30/83 17 
primary care physician's role 5 
rhabdomyolysis due to 5/15/81 
myoglobinuria as indicator 5/15 
Wernicke’s encephalopathy 5/15 
Aldosteronism 
as Cause of hypertension, diagnosis 
management 8/15/83, 17:14:207-2 
Alkalosis 
due to diuretic therapy 4/30/82, 16:8:69, 8 
see a/so Acid-base disturbances 
Allergy 
advances in 11/30/83, 17:20:20-67 
allergen polymerization 1/15/81, 15:1:14 
allergenic extracts Federal regulation of 
15:14:258-268 
allergic rhinitis, diagnosis 10/15/83, 17:17:186-189 
4/15/82. 16:7:84 
management 10/15/83, 17:17:189-203 
asthma and atopy 8/15/81, 15:14:36-47, 54 
nay fever as trigger 8/15/81, 15:14:66 
radioaliergosorbent test 8/15/81, 15 
asthmogenic agents 10/30/81, 15 
home contro! of 10/30/81, 15:18 
controversial procedures 11/30/83, 1 
corticosteroid therapy 5/30/81, 15:10:70, 7 
4/30/81, 15:68:41, 52, 85 
cross-reactivity 1/15/81, 15:1:145 
definition of 11/30/83, 17:20:20-22 
emergency treatment 2/28/82, 16:4:1 
to foods 10/30/81, 15:18:°64-81 
humoral immunity 11/30/83, 17:20:21, 23 
IgE 11/30/83, 17:20:31-37 
Clinical significance of 11/30/83, 17:20:36-37 
discovery of 11/30/83, 17:20:31-36 
in infants, prophylaxis 10/30/81, 15:18:61-82 
Patient Education Aid 11/15/81, 15:19:187 
nsect stings, venom hyposensitization 1/15/81 
15:1:143-153 
actose intolerance, as cause of infant diarrhea 
3/15/81, 15:5:166 
factor in enteral nutrition 1/30/81 
during pregnancy 3/15/81, 15:5:30 
ymphocytes 11/30/83, 17:20:22-31 
mediators 11/30/83, 17:20:53-67 
of immediate hypersensitivity reactions 11/30 
17:20:58 
leukotrienes 11/30/83, 17:20:66-67 
nonimmunologic 11/30/83, 17:20:62-63 
prostaglandin D 11/30/83, 17:20:67 
release of 11/30/83, 17:20:53-63 
milk protein 7/15/80, 14:13:144- = 
penicillin-induced 4/30/84, 18:8:2 
14:2:65 
pets as cause of 3/30/81, 15:6:28-29 
plant, poison ivy, oak, sumac 
FlowChart 8/15/82, 16:14:236 
Patient Education Aid 8/15/82, 16:14:231 
radioaliergosorbent test (RAST) 11/30/83 
17:20:40-53 
disadvantages of 11/30/83, 17:20:45-53 
indications for 11/30/83, 17:20:40-41 
tc radiographic contrast material 2/15/84 
18:3:168-1 
stomatitis venenata 11/15/80, 14:19:113 
terminology, Overseas Observer 9/15/84 
18:15:169-171 
treatment advances 5/30/84, 18:10:16 (RR) 
2/15/84, 18:3:137-173 
see also Occupational diseases 
Allied health nel 


8-153 
8/15/81 


15:2:60-6 


person 7 

auditing performance 8/15/80, 14:14:217-238 
2/15/80, 14:3:179-198 

economics of 1/15/81, 15:1:202, 208-205 

geriatric 1/15/81, 15:1:212-213 

as health educator 1/15/80, 14:1:152 

nurse practitioners 6/15/81, 15:11:175-188 
10/15/80. 14:17:172-200; 8/15/80, 14:14:225-233 

as patient feedback specialists 1/15/80 
14:1:184 

and patient interaction 8/15/82, 16:14:56-60 

role in primary care 8/15/82, 16:14:311-317 

support team, for patient with chronic disease 
6/30/81, 15:12:29, 32 

see also Paramedical personne! 

Alpha, antitrypsin deficiency, see Pulmonary 
disorders 

Altitude 


acute and chronic 6/15/82, 16:11:55, 56 
acute mountain sickness 6/15/82, 16:11:55-56, 66 








HAPE, HACE 6/15/82, 16:11:57, 61, 65-79 
Patient Education Aid 6/15/82, 16:11:82-83 
prevention, with acetazolamide 6/15/82, 16:11:65 
Alzheimer’s disease, see Dementia 
Amantadine 
for herpes zoster 2/15/84, 18:3:15 (RR 
nfluenza prophylaxis 8/15/84 18 1468-83 
for Parkinson's disease 10/15/80, 14:17:81-89 
Amaurosis fugax 
diagnosis 4/15/80, 14:7:64 
Amblyopia 

screening 10/15/84, 18:17:21-52 
Amebiasis, see Parasitic diseases, intestinal 
Amenorrhea 

due to Cushing's syndrome 4/15/83, 17:7:109 
diagnosis and management. 

primary 9/15/82, 16:15:12 

secondary 9/15/82 16:1 ) 
exercise-related 1/15/83 

aboratory tests 9/15 62 16 15 

nm leukemia survivor 7/15/82 16 

stress-related 9/15/81 15 15:65 
Aminoglycosides 
for geriatric patients 4/15/84, 18:7:126-137 
Amnesia see Memory loss 
Amniocentesis 

ndications for 1/15/83, 17:1:105-107 

DNA sequence analysis 1/15/83, 17:1 
Amyotrophy 

diabetic 4/15/80 


Hickman intracardiac cathete 
Analgesics and antipyretics 

nonnarcotic anaigesics 1/15/81 

see also Acetaminophen; Aspirin 

Anaphylaxis 

nsect stings 7/15/82, 16:13:47 

portable resuscitative supplies 2 728 82. 16:4:156-162 
treatment 2/28/82, 16:4:155-170 
Anemia 

as Cancer sym 

demographic researc n 2 15 81. 

geriatric evaluatio 

ron over oad 

atransferrinem 

due to vitamur 

ron therapy 

depletion, for hemochromatosis 9 

16:16:114-119, 133 

see a/so Iron therapy 

aboratory tests for. see Laboratory tests, for 

anemia 

as malaria complicatior 

blackwater fever 7 

and multiple myeloma 

sickle cell tng 

6/15/82, 16:11:37-39 

jaundice diagnosis 2 29/80, 14:4:79-80 
and splenomegaly 10/30/80, 14:18:60, 64, 65 

and syncope 5/30/81, 15:10:59 
uremic, treatment 6/15/81, 15:11:131-134, 146 
Anesthetics, local, inhalation, intravenous 
during pregnancy 5/30/80, 14:10:40, 41 
Aneurysm 

aortic 

diagnosis 9/30/84, 18:16:43-51, 9/30/82 

ultrasonography n 2/15/84, 18:3:51-54 

management 5/30/83, 17:10:163 

cerebral, managing 7/15/82, 16:13:146, 155 


2) 
5 


16:16:24 


nger 
n Cluster headache etiology 8/15/80, 14:14:57 
Angina 
angiography for 9/15/83, 17:15:43, 65-67, 70 
causes 8/15/83, 17:14:20-23, 29 
Classification of 8/15/83, 17:14:29, 32, 41 
and congestive heart failure 11/15/80, 14:19:47-48 
diagnosis 9/15/83, 17:15:41-92; 8/15/83 
17:14:45-66 
differential 11/30/81, 15:20:101-103 
n the elderly 8/15/83, 17:14:51 
history 8/15/83, 17:14:50-51, 54-55 
Holter monitoring 8/15/83, 17:14:66 
nterviewing the patient 8/15/83, 17:14:45-47 
laboratory tests 8/15/83, 17:14:65 
risk factor analysis 8/15/83, 17:14:56, 61 
drug therapy 1/15/84, 18:1:23-63 
B-biockers 6/30/83, 17:12:35-36, 55, 1/30/83 
17:2:32-36 
calcium channel blockers 9/15/84, 18:15:87-105 
slow-channel biockers 1/15/81, 15:1:47-55 


72,75 





evaluation 1/15/82, 16:1:134-141 
syndrome X 1/15/82. 16:1:140 
long-term care 2/15/84, 18:3:91-103 
and physical exertion 8/15/83, 17:14:55-56 
physical signs 8/15/83, 17:14:64-65, 10/15/82 
16:17:136 
surgery for 2/15/84, 18:3:67-87 
tests for 2/29/84, 18:4:15 (RR), 1/30/84. 182.18 
(RR), 9/15/83, 17:15:41-92 
coronary angi ography indications for 9/15/83 
17:15:43, 65-67 
interpretation 9/15/83, 17:15:67, 70-72, 75 
risks of 9/15/83, 17:15:66-67 
technique 9/15/83, 17:15:67, 70-72 
echocardiography 9/15/83, 17:15:91-92 
exercise tolerance tests. indications for 9/15/83 
17:15:41-44, 49 
interpretation 9/15/83, 17:15 SS 56, 65 
patient preparation 9/15/83, 1 Ce 9-50 
supervision of 9/15/83, 17 155 50 
FlowChart 9/15/83, 17:15:86-87 
sotope studies, thallium perfusion and gated biood 
poo! tests. indications for 9/15/83, 17:15:75, 79, 82 
risks and costs 9/15/83, 17:15:87, 91 
techniques 9/15/83, 17:15:82. 85, 87 
sublingual nitroglycerin 9/15/83, 17:15:44 
see also Cardiac disorders 
An 
of cecum, diagnosis 3/15/81, 15:5:72. 78 
91, 101 
n elderly 2/28/83, 17:4:35 
Angiography : 
coronary, indications 9/15/83, 17:15:43, 65-67 
interpretation 9/15/83, 17:15:67, 70-75 
digita radiography 9/15/83, 17:15:16-38; 1/30/82 
16:2:71-73 
for GI bleeding, lower 
diagnosis 3/30/84, 18:6:100-101 
treatment 3/30/84, 18:6:118-120 
for Gi bleeding. upper 
diagnosis 2/29/84, 18:4:120-127 
treatment 3/15/84, 18:5:49-63; 2 
15:3:43-44, 69-73, 78, 81 
pharmacoangiography 1/30/82 
for rectal bleeding, control 3/15 
diagnosis 3/15/81, 15:5:86-93 
for right ventricular infarct 3/30/83, 17:°6:146 
148, 164 
see also Radiology, interventional 
Angioplasty, see Radiology, interventional 
Angiotensin-converting enzyme inhibitors 
Capsule Review, renin/angiotensin/ aldosterone 
system 9/30/83, 17:16:22-24 
captopril 9/30/83, 17:16:25-62 
dosages for congestive heart failure 9/30/83 
17:16:51, 54-56 
dosages for hypertension 9/30/83, 17,16:47-51 
initiating therapy 9/30/83, 17:16:37, 41, 47 
FlowChart 9/30/83, 17:16:46-47 
side effects 9 30/ 83, 17:16:56, 61-62 
contraindications 9/30/83, 17.16:33-34, 36-37 
diagnostic uses 9/30/83, 17:16:66-67 
enalapril 9/30/83, 17:16:62, 64, 66 
ndications for 9/30/83, 17:16:25-33, 68, 71 
pharmacology 9/30/83, 17:16:22-25 
Animal bites 


first aid, FlowChart 7/15/82, 16°13:67-69 

marine, first aid, FlowChart 6/15/82, 16:11:108 

snakebite, FiowChart 7/15/82, 16:13:68-69 

treating 3/15/84, 18:5:116-121, 6/15/81 
15:11:66-70 

Ankle disorders 

njuries 3/15/81, 15:5:108-145 

anatomy of 3/15/81, 15:5:109-111 

management of 3/15/81, 15:5:120-140 
anti-inflammatory drugs 3/15/81, 15:5:130, 133 
exercises 3/15/81, 15:5:127, 130, 137 
FlowChart 3/15/81, 15:°5:132-133 

physical examination 3/15/81, 15:°5:112-118 

sprains, strains 3/15/81, 15:°5:123 

X-rays 3/15/81, 15:5:118 
stress” 3/15/81, 15:5:118, 120 

Ank ylitis 

diagnosis 9/30/82, 16:16:25 

in patients with Crohn's disease 7/15/81 

15:13:119-120 

Antacids 

during pregnancy 5/30/80, 14:10:41 

for acute stress 3/30/83, 17:6:91-96 

indications tor 3/30/83, 17:6:79-83 

administered via Hickman intracardiac catheter 

5/30/82, 16:10:139, 144 
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Antianxiety agents continued 
advantages, comparison table 3/30/83, 17:6:109 
alcohol, cross tolerant effects 3/30/83, 17:6:84-91 
antihistamines 3/30/83, 17:6:110 
30/83, 17:6:105-110 
benzodiazepine, choice of 3/30/83, 17:6:96 
Josage, individual response 3/30/83, 17:6:97-100 
for elderly patient 3/30/83, 17:6:97 
half-life 3/30/83, 17:6:96 
as replacement therapy, for 
17:6 106 
withdrawal problems 3/30/83, 17:6:100-105 
B-biockers 3/30/83, 17:6:110-115 
for griet reaction, indications 2/15/83, 17:3:57-62 
meprobamate and phenobarbital 3/30/83, 17:6:110 
juring pregnancy 5/30 80, 14:10:41 
c antidepressants 3/30/83, 17:6:110 
Antiarrhythmics 
B-biockers, for 
16:1:146 
properties of 10/30/81 
see also Antihypertensives 
aicium antagonists 1/15/82, 16:1:148 
assifying 10/30/81, 15:18:100-101 
ndications for, and side effects of 
jisopyramide phosphate therapy 10/30/81 
15:18:110-112 
procainamide HC! therapy 10/30/81 
15:18:107-110 
quinidine therapy 10/30/81 
nteractions with drugs 11/30/84 
12/15/83, 17:21:30-49 
premature ventricular contraction therapy 2/28/82 
16:4:55-56, 58-61 
problems with 11/30/84, 18:20:14-53 
selection, with electrophysiologic testing 4 
15:8:93-107 
Antibiotics 
for acne, oral and topical 8 
4/30/83, 17:°8:43-53, 77 
for acute pyogenic thyroiditis 6 
20munistered via Hickman intracardiac < 
5/30/82. 16:10:135, 139, 154-155 
Josage and indications 4/30/80 


157 
1D/ 


barbiturates 3 


trait anxiety” 3/30/83 


tricyc 
15/82 


oronary artery disease 1 


15:18:112-120 


159-161 


15:18:101 -106 
18:20:14-24 


15/5 
9/63 


30/83, 17:12:140 
atheter 


143 


aminoglycosides 
14:8:129-144, 153 
totoxicity 4/30/80, 14:8:145 
n asthma therapy 11/30/81 
for bacterial meningitis 5/3( 
therapy 10 
osporins, administering 2/29/80, 14:4:25-30 
14:16:115-126, 2/29/8( 


149 
20:83 
0:73, 80, 85 


a* 167 
153, 15/7 


15 
)/83,17:1 
15/81, 15:17:41, 232, 238 


for burr 
epha 
for endocardilis 9/30/80 
144.19 
parenteral and oral, indications 3/30/80 
14:6:57-60, 2/29/80, 14:4:14-25, 47 
for surgica! prophylaxis 2/29/80, 14:4:30 
hioramphenicol, adult indications 4/30/80 
14:8:108-112, 150 
hematologic effects, aplastic anemia 4/30/80 
14:8:117, 150 
pediatric indications 4/30/80, 14:8:112-113, 150 
indamycin 4/30/80, 14:8:118-125, 150, 152 
for acne therapy 4/30/80, 14:8:120-125 
for cystitis 2/29/84, 18:4:19-35 
as diarrhea cause 3/15/81, 15:5:159, 162 
erythromycin, indications 3/30/80, 14:6:57, 63-67 
2/29/80, 14:4:35, 42-48 
for nongonococcal urethritis 4/15/83, 17:7:21 
for ethmoiditis, cellulitis 12/15/80, 14:21:107-111 
for geriatric patients 4/15/84, 18:7:125-139 
for influenza, bacterial infection 12/15/80, 14:21:115 
120-122 
for Otitis media, selecting 9/15/83, 17:15:108-109 
12/15/80, 14:21:31 -32, 38-42 
for pelvic inflammatory disease 6/30/83 
17:12:96-107 
for pharyngitis 12/15/80, 14:21:71-77, 80-81 
polymyxins, indications 4/30/80, 14:8:149, 158 
during pregnancy 5/30/80, 14:10:41-45 
for pyelonephritis 3/30/84, 18:6:181-182 
for salmonellosis, shigellosis 5/15/83, 17:9:92-103 
as sepsis prophylaxis 6/15/83, 17:11:55-57 
for sexually transmitted diseases 4/15/83 
17:7:21-31, 62-67 
for sinusitis 4/15/82, 16:7:88-95; 12/15/80 
14:21:100-101 
sulfonamides, indications 3/30/80, 14.6:57, 68 
2/29/80, 14:4:48-54 
as surgical prophylaxis 7/15/83, 17:13:249-251 
tetracycline, adult indications 3/30/80, 14:6:57, 60 
63; 2/29/80, 14:4:31-35, 39-42 
for nongonococcai urethritis 4/15/83, 17:7:21 
pediatric indications, Rocky Mountain spotted fever 
2/29/80, 14:4:36-39 





for UTI therapy 2/28/81, 15:4:136-140 
recurrent 3/30/84, 18:6:188-191 
vaivular surgery, prophylaxis 6/15/81 
15:11:102-103, 106-110 
vancomycin, indications 4/30/80, 14:6:125-129 
152-153 
nm wound management 3/15/84, 18:5.111-116, 126 
see a/so Penicillins 
Anti » tonal 
nm neck masses 5/30/84, 18:10:62-84 
Antibody tests of sera 
in mononucleosis diagnosis 6/30/83, 17:12:67-68 
Anticholinergics 
Cognitive side effects 6/30/81 
Anticoagulants 
as DIC therapy 7/15/80, 14:13:95-96 
drug interactions 7/15/80, 14:13:95 
for geriatric patient 6/30/82, 16:12:'43-47 
cardiac problems 1/30/80, 14:2:99 
heparin, iow-dose 11/30/82, 16:20:93,97, 100-102 
109, 111-112, 114; 7/15/80, 14:13:81 -82, 91-92 
for myocardial infarction, acute 11/15/82, 16:19:50 
55-56, 62-64 
oral, warfarin sodium 11 
7/15/80, 14:13:74 
during pregnancy 5/30/80, 14:10:45 
as pulmonary embolism therapy 11/30/82, 16:20°87 
7/15/80, 14:13:66 
n stroke management 7/15/82, 16:13:130-145 
for TIAs 4/15/82, 16:7:51-59: 7/15/80, 14:13:91 -95 
use in Britain 4/30/81, 15:8:129-130 
for valvular heart disease 4/15/81, 15:7:112-113 
7/15/80, 14:13:80 
Anticonvulsants 
for convulsions, febrile 1 
118-121 
for epilepsy 10/15/83, 17:17.107-149 
during pregnancy 10/15/83, 17:17:133, 140-141 
5/30/80, 14:10:46-47 
for seizure-induced memory loss 5/15/80 
14:9:61 -62 
for status epilepticus 10/15/83, 17:17:154 
Antidepressive agents 
for geriatric patient 6/30/82, 16:12:40-42 
and impotence 2/28/82, 16:4:92-93 
during lactation 6/30/80, 14:12:92 
for pain, chronic 3/15/84, 18:5:161 
pediatric use 11/30/80, 14:20:35 
during fregnancy 5/30/80, 14:10:47 
for suicidal patient 11/30/80, 14:20:103-108 
overdose 11/30/80, 14:20:107-108 
tricyclics, for acute stress 3/30/83, 17:6:110, 115 
contraindication 11/15/80, 14:19:61 
Antihistamines 
for allergic rhinitis 10/15/83, 17:17:189-190 
8/15/82, 16:14:122-124 
as anxiolytics 3/30/83, 17:6:110 
during pregnancy 5/30/80, 14:10:47 
for pruritus 10/15/84, 18:17:95-103 
Antihypertensives 
angiotensin-converting enzyme inhibitors 9/30/83 
17:16:22-71 
B-blocking agents 8/15/83, 17:14:177-198 
12/15/82, 16:21:62-99; 6/30/82, 16:12:39-40 
1/15/82, 16:1:146 
captopril 9/30/83, 17:16:25-62; 7/15/81, 15:13:21-36 
for geriatric patients 6/30/82, 16:12:39-40, 1/30/80 
14:2:98-130 
and impotence 4/30/83, 17:8:93; 2/28/82 
16:4:92-93, 135 
as insomnia factor 9/15/81, 15:15:257 
interactions with antihypertensives 12/15/83 
17:21:30 
interactions with nonsteroidal anti-inflammatories 
12/15/83, 17:21:48 
interview, Harold Solomon, MD 9/30/80, 14:16:17-46 
for malignant hypertension, recommended uses of 
5/30/83, 17:10:173-192 
clonidine 5/30/83, 17:10:168 
diazoxide 5/30/83, 17:10:163 
guanethidine sulfate 5/30/83, 17:10:168 
hydralazine 5/30/83, 17:10:163 
methyldopa, contraindications for emergency use 
5/30/83, 17:10:167 
minoxidil, for azotemic patient 5/30/83, 17:10:168 
phentolamine, for pneochromocytomas 5/30/83 
17:10:168 
prazosin HC! 5/30/83, 17:10:168 
propranolol HC! 5/30/83, 17:10:168 
reserpine 5/30/83, 17:10:167 
sodium nitroprusside 5/30/83, 17:10:163 
trimethaphan, for aortic aneurysm 5/30/83 
17:10:167 


5:12:66-67, 70 


30/82, 16:20:103-104, 109 


30/84, 18:2:102-107 


160 


168 


| during pregnancy 5/30/80, 14:10:52 
for Raynaud's syndrome 11/30/83, 17:20:90 
thiazide diuretics 8/15/83, 17:14:177, 180-192 
197-198 
Anti-infectives 
during pregnancy 5/30/80 
Anti-inflammatory agents 
nonsteroidal 6/30/84, 18:12:89-125 
n bursitis management 10/30/81. 15:18:20-21 
n fibrositis management 10/30/81 
15:18:33-37 
for geriatric patients 2/15/80, 14:3:130-142 
nteractions with antinypertensives and diuretics 
12/15/83, 17:21:48-49 
tor OA management 5/30/81, 15:10:112-115 
during pregnancy 5/30/80, 14:10:61 
for pain, chronic 3/15/84, 18:5:181-184 
Antimicrobiais, see Antibiotics 
Antineopiastics 
during lactation 6/30/80, 14:12:93-94 
during pregnancy 5/30/80, 14:10:50 
Antiplatelet agents 
for TIA management 4/15/82, 16:7:59-63 
Antipsychotic agents 
effect on reticular activating system 2 
17:3:43, 46 
for geriatric patient 6/30/82, 16:12:40-43 
for schizophrenia 1/15/84, 18:1:99-109 
Antituberculosis drugs 
during lactation 6/30/80, 14:12:94 
during pregnancy 5/30/80, 14:10:52 
Antiuicer drugs 
nteractions with cardiovascular drugs 12/15/83 
17:21:45-48 
Anxiety 
caffeine as cause of 9/15/81, 15:15:169, 257 
as cause of chest pain 11/30/81, 15:20:101-111 
as Cause of physical symptoms 9/15/81 
15:15:53-60 
differentiated from depression 9/15/81 
15:15:149-171 
as early sign of schizophrenia 9/15/81 
15:15:165 
effect on learning disability 3/30/82, 16:6:36 
effect on tremor 11/30/81, 15:20:24 
genetic factors 9/15/81, 15:15:171 
imipramine HCI therapy 3/30/80, 14:6:112-113 
management 
as replacement therapy for “trait anxiety 
17:6:100 
tranquilizer therapy 3/30/83, 17:6:79-124 
in rape victim 10/30/80, 14:18:135-143 
as reaction to MI 11/30/81, 15:20:133-134 
n type A personality 11/30/81, 15:20:147-153 
see also Mental disorders; Relaxation therapy 
Anxiolytics, see Antianxiety agents 
Aphasia, see Stroke; Stroke rehabilitation 
Apnea, 
central or obstructive 8/15/80, 14:14:162-163 
nfant 
diagnosis 6/15/84, 18:11:18-47 
home monitoring 9/15/84, 18:15:15 (RR), 6/30/84 
18:12:56-85 
sleep, and sudden infant death syndrome 3/15/84 
18:5:24-29 
Appointment scheduling 
protocol for secretaries 8/15/80, 14:14:219 
sequencing 9/15/82, 16:15:103-108 
wave-stream combination 9/15/82, 16:15:90-113 
Arrhythmia 
anticoagulation therapy 7/15/80, 14:13:80 
atrioventricular block 2/15/83, 17:3:111 
types of 2/15/83, 17:3:114-115 
and congestive heart failure 2/15/83, 17:3:117-121 
11/15/80, 14:19:30-32 
drug therapy 11/30/84, 18:20:14-53 
induction studies 1/15/82, 16:1:154-155 
management following Mi 2/15/83, 17:3:91-131 
premature ventricular contractions 2/28/82 
16:4:55-78; 11/15/80, 14:19:30-32 
supraventricular 2/15/83, 17:3:98-111 
atrial fibrillation, atrial flutter 2/15/83, 17:3:98-102 
countershock 2/15/83, 17:3:98-105 
drug therapy 2/15/83, 17:3:106-111 
ectopic atrial tachycardia 2/15/83, 17:3:98-102 
premature atrial contractions 2/15/83 
17:3:103 
sinus tachycardia 2/15/83, 17:3:103-105 
tachycardia 2/15/83, 17:3:106 
treatment 
B-blockers 1/30/83, 17:2:36-39 
calcium channel blockers 9/15/84, 18:15:75 
105-111 


14:10:50 


15/83 


30/83 
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Arrhythmia continued 
types and protocols 2/15/83, 17:3:102-105 
ventricular, asystole 2/15/83, 17:3:92 
fibrillation 2/15/83, 17:3:91-92 
premature ventricular contractions 2/15/83 
17:3:96-98 
tachycardia 2/15/83, 17:3:92-96 


raphy 

as cause of stroke 7/15/82, 16:13:163-165 
and intermittent claudication 8/15/83 

17:14:123-124 
in the acute ischemic limb 10/30/83, 17:18:161-167 
for TIA diagnosis 4/15/82, 16:7:50-51 
Arteriosclerosis obliterans see intermittent 

claudication 


giant cell 9/15/84, 18:15:129-140; 10/30/81 
15:18:45 
corticosteroid therapy 4/30/81, 15:8:37-40, 52 
and vision loss 5/15/81, 15:9:49 
temporal 9/15/84, 18:15:129-140; 4/15/80 
14:7:68-69 
Arthritis 
anti-inflammatory agents 2/15/80, 14:3:130-142 
nonsteroidal 6/30/84, 18:12°89-125 
degenerative 2/15/80, 14:3:134 
gonococcal 4/15/83, 17:7:21-22 
Lyme disease, as cause of 8/15/82, 16:14:241-242 
osteoarthritis, counseling patient 5/15/81 
15:9:66-72 
Patient Education Aid 5/15/81, 15:9:83, 84-85 
diagnosis 9/30/82, 16:16:25; 2/28/81, 15:4:14-88 
differentiated from RA 2/28/81, 15:4:19, 37 
54-58 
drug therapy for 5/30/81, 15:10:107-118 
aspirin 5/30/81, 15:10:107-112 
corticosteroid injections 5/30/81, 15:10:115-118 
FlowChart 5/30/81, 15:10:116-117 
NSAIDs 5/30/81, 15:10:112-115 
etiology 2/28/81, 15:4:25, 28 
FlowChart 2/28/81, 15:4:78-79 
metabolic factors 2/28/81, 15:4:47-51 
obesity 2/28/81, 15:4:42-43 
systemic involvement 2/28/81, 15:4:59-63 
and hemochromatosis 9/30/82, 16:16:109 
inflammation, importance of 2/28/81, 15:4:70-71 
laboratory tests 2/28/81, 15:4:66-67, 75-76, 84-88 
management 5/15/81, 15:9:66-113 
exercise 5/15/81, 15:9:72-79, 92-99 
with bicycle 5/15/81, 15:9:94 
FlowChart 5/15/81, 15:9:106-107 
heat 5/15/81, 15:9:113 
physiotherapy 5/15/81, 15:9:89 
unloading joints 5/15/81, 15:9:99-113 
physical examination 2/28/81, 15:4:24, 26, 51 
surgery for 5/30/81, 15:10:121-136 
types of 5/30/81, 15:10:123-138 
arthrodesis, osteotomy, arthroplasty 5/30/81 
15:10:135, 138 
total joint replacement 5/30/81, 15:10:122-131 
rheumatoid, corticosteroid therapy 5/30/81, 15:10:72 
96-99; 4/30/81, 15:68:37, 52 
geriatric 2/15/80, 14:3:137, 141 
patient assessment 11/30/82, 16:20:49-50, 54 
patient orientation 11/30/82, 16:20:54, 56-62 
patient-physician relationship 11/30/82 
16:20:62-63, 71 
physical modalities 11/30/82, 16:20:71, 74-75, 79 
postsurgical care 4/15/83, 17:7:83-94 
surgical management 4/15/83, 17:7:73-94 
treatment 11/30/82, 16:20:49-85 
exercises 11/30/82. 16:20:71, 74, 80-85 
Patient Education Aid 11/30/82, 16:20:80-85 
self-help devices, 
for hand impairment 4/30/84, 18:8:48-99 
for limited reach 5/15/84, 18:9:162-202 
septic, contraindication for corticosteroids 4/30/81 
15:8:67 
of temporomandibular joint, diagnosis 12/15/83 
17:121:128-134 
Arthroscopy and arthrography 
indications for 7/15/84, 18:13:86-117 
interventional uses 4/15/83, 17:7:74 
for knee injury evaluation 2/15/81, 15:3:162 
of shoulder injury 4/15/81, 15:7:52 
of temporomandibular joint 12/15/83, 17:21:131-136 
Aspiration pneumonia, see Pneumonia 
Aspirin 


and acetaminophen causing kidney damage 
7/15/84, 18:13:264-266 (PB) 

as anti-inflammatory agent 6/30/84, 18:12:89-125 

as antiplatelet agent 7/15/80, 14:13:70-96 

aspirin triad syndrome 10/30/81, 15:18:72-81 





asthma induced by 8/15/81, 15:14:59-63 

cause of upper G! bieeding 1/30/81, 15:2:28-34 

for geriatric patient 6/30/82, 16:12:47-48 

in Kawasaki disease therapy 8/15/80 
14:14:76-81 

for OA management 5/30/81, 15:10:107-112 

in stroke prevention 4/15/82, 16:7:59-63 

toxic effects, Reye’s syndrome 3/30/82, 
16:6:144 

Asthma 


aspirin triad syndrome 10/30/81, 15:18:72-81 
atopy and allergy 8/15/81, 15:14:36-42 
bronchodilator therapy, B-adrenergic agonists 
3/30/83, 17:6:17-32 
Capsule Review 3/30/83, 17:6:18-21 
guide to types, dosage effects 3/30/83, 
17:6:50-57 
theophylline 3/30/83, 17:6:21, 37-44 
Capsule Review 8/15/81, 15:14:32-34 
Classification 11/15/81, 15:19:115-116 
Clinical features 8/15/81, 15:14:31-36, 53 
physical examination 8/15/81, 15:14:89-90 
severity of 8/15/81, 15:14:54 
corticosteroid therapy 5/30/81, 15:10:70; 4/30/81 
15:8:40-41 
inhalation 4/30/81, 15:8:85 
Status asthmaticus 4/30/81, 15:8:47 
differential diagnosis, bronchial provocation 
test 8/15/81, 15:14:121-126 
and chronic obstructive pulmonary disease 
8/15/81, 15:14:72-74 
and congestive heart failure 8/15/81, 15:14:74 
FlowChart 8/15/81, 15:14:68-69 
laboratory tests 8/15/81, 15:14:90-95 
and pulmonary embolisms 8/15/81 
15:14:78-79 
pulmonary function tests 8/15/81, 
15:14:94-105 
RAST and PRIST tests 8/15/81, 15:14:117-120 
skin tests 8/15/81, 15:14:105-117 
environmental allergens 10/30/81, 15:18:63-98 
food 10/30/81, 15:18:64-81 
home control of 10/30/61, 15:18:84-94 
for infants, Patient Education Aid 11/15/81 
15:19:187 
exercise-induced 2/15/84, 18:3:143-147 
extrinsic vs intrinsic 8/15/81, 15.14:82-84 
genetic factors 8/15/81, 15:14:47-52 
mechanisms, B-biockade theory 8/15/81, 
15:14:42-47 
drug-related causes 8/15/81, 15:14:58-63 
mild, management of 11/15/81, 15:19:115-139 
B-adrenergic agents 11/15/81, 15:19:135-139 
theophylline, in adult 11/15/81, 15:19:116-124 
134-135 
pediatric 11/15/81, 15:19:125-131 
moderat2, management 11/15/81, 15:19:143-188 
B-adrenergic agents 11/15/81, 15:19:149-157 
crormolyn sodium, for extrinsic asthma 11/15/81 
15:19:180-186 
fixed combination therapy 11/15/81, 
15:19:157-167 
FlowChart 11/15/81, 15:19:162-163 
inhaled bronchodilators 11/15/81, 15:19:167-180 
theophylline, maintenance therapy 11/15/81 
15:19:143-149 
occupational 8/15/81, 15:14:43, 51, 54; 
see also Occupational diseases 
patient education 8/15/81, 15:14:130-131 
Patient Education Aids, controlling 11/15/81 
15°19:188 
infant allergies 11/15/81, 15:19:187 
questions and answers 11/15/81, 
15:19:126-127, 130 
psychosocial factors 10/30/81, 15:18:94-98 
referral to allergist 8/15/81, 15:14:131 
respiratory failure, management 1/30/82, 
16:2:138-147 
severe, as B-blocker contraindication 6/30/83, 
17:12:36-37 
managing 11/30/81, 15:20:59-97 
beclomethasone dipropionate, indications and 
side effects 11/30/81, 15:20:59-60 
corticosteroids, indications 11/30/81, 15:20:60-71 
side effects, controlling 11/30/81, 15:20:71-72 
withdrawal procedure 11/30/81, 15:20:72-81 
immunotherapy 11/30/81, 15:20:81, 84-91 
during pregnancy 11/30/81, 15:20:83-91 
rehabilitation centers, role of 11/30/81, 
15:20:91 -93 
National Jewish Hospital and Research Center/ 
National Asthma Center as example of 
11/30/81, 15:20:96-97 





Status asthmaticus 6/15/83, 17:11:61 -88 
behavioral Changes, due to hypoxemia and 
hypercapnia 6/15/83, 17:11:62 
diagnosis 1/30/82, 16:2:105-106 
Grug therapy, aminophylline 1/30/82, 16:2:127-130 
B-agonists or theophylline 6/15/83, 17:11:73-76 
effect on CAMP level 6/15/83, 17:11:73-75 
toxicity 6/15/83, 17:11:75 
bronchodilators and steroids 6/15/83, 17:11:63-78 
1/30/82, 16:2:114-115, 130-135 
epinephrine 1/30/82, 16:2:119-123 
use of hydrocortisone sodium succinate 
6/15/83, 17:11:76-78 
ECG monitoring 6/15/83, 17:11:66-68 
intubation indications 6/15/83, 17:11:61-68, 78, 83 
blood gas analysis 6/15/83, 17:11:61-66, 78, 83 
muscle relaxants, use of 6/15/83, 17:11:78-79 
oxygen, contraindications 6/15/83, 17:11:63-66 
sedation, contraindications 6/15/83, 17:11:62 
treatment advances 6/15/84, 18:11:16 (RR), 
2/15/84, 18:3:137-147 
aerosols 4/30/84, 18:8:19 (RR); 4/15/84 
18:7:154 (RR) 
- also Pulmonary disorders 
therosclerosis 


cause of syncope 5/30/81, 15:10:60 
and hyperlipidemia 10/30/80, 14:18:17, 18, 31, 38 
see also Cardiac disorders 
Athletic 
decompression sickness, in scuba diving 6/15/82 
16:11:126, 127, 137-138 
Capsule Review 6/15/82, 16:11:116-117 
near-drowning, treatment 6/15/82 
16:11:146-150, 155-166 
FiowChart, artificial respiration 6/15/82, 16:11:173 
skiing, diagnosis 11/15/83, 17:19:182-217 
submersion injury, categories of 6/15/82, 16:11:143 
in winter sports, prevention 11/30/83, 17:20:145-206 
clothing 11/30/83, 17:20:192-203 
cold stresses 11/30/83, 17:20:203-206 
equipment 11/30/83, 17:20:146, 180-188 
exercises 11/30/83, 17:20:148-180 
aerobic 11/30/83, 17:20:160-180 
strength 11/30/83, 17:20:159-160 
Patient Education Aid 11/30/83, 17:20:170-173 
stretching 11/30/83, 17:20:148-159 
Patient Education Aid 11/30/83, 17:20:151-155 
training programs 11/30/83, 17:20:145-148 
see also Sports medicine; and specific injury 
Audit, see Practice management 
Autism 


causes of 4/15/81, 15:7:21 

counseling family 4/15/81, 15:7:28-33 

differential diagnosis 4/15/81, 15:7:21-28 

medical management 4/15/81, 15:7:33 

patient education 4/15/81, 15:7:24, 28, 29 
reading list 4/15/81, 15:7:29 

signs of 4/15/81, 15:7:15-16, 21 


Back pain 

common disorders as cause 1/30/83, 17:2:76 
spondylolysis 1/30/83, 17:2:73-79 

Hendler Screening Test 1/30/84, 18:2:76-80 

self-heip devices for iimited bending ability 5/15/84 
18:9:162-202 


Bacteremia 

with infective endocarditis 9/30/80, 14:16:96-126 
laboratory tests 9/30/80, 14:16:111-113 

see a/so Septicemia 

Barbiturates 


for acute stress, advantages and disadvantages 
3/30/83, 17:6:105-110 
comparison table 3/30/83, 17:6:109 
in psychiatric emergency 11/30/80, 14:20:62-63 
Bed-wetting, see Enuresis 
Behavior problems, see Child erento Sarees 
Behavioral techniques, see Biofeed! 
Hypn ; Relaxation — 
Bell's palsy, see Facial neuralgia 
B-Blockers 
for acute MI therapy 1/30/83, 17:2:39-45 
eifectiveness 6/30/83, 17:12:17-18, 24 
hemodynamic monitoring 6/30/83, 
17:12:26, 31 
prophylaxis 1/30/83, 17:2:42-45 
technique 6/30/83, 17:12:24-26 
for angina 1/15/84, 18:1:31-36; 1/30/83, 17:2:32-36 
as anxiolytic agents, for somatic symptoms 3/30/83, 
17:6:110-115 
depressive reactions 3/30/83, 17:6:114-115 
and caicium channel blockers 12/15/82, 16:21:89-93 
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8-Blockers continued 

cardioselectivity 6/30/83, 17:12:41, 12/15/82 
16:21:74-76, 80 

comparison, table 1/30/83, 17:2:44-45 

contraindications 6/30/83, 17:12:36-37, 48-49 
12/15/82, 16:21:80-82 

n elderly patients 12/15/82, 16:21:82, 84 

full vs partial blockade 12/15/82, 16:21:62, 64, 71 

for hypertension and angina 6/30/83 
17:12:35-36, 55 

for hypertension, dosage 1/30/93, 17:2:23-32 
n hyperdynamic patient 1/30/83, 17:2:22 
nmteractions with antiuicer drugs 12/15/83 
17:21:17 

nmteractions with cardiovascular drugs 12/15/83 
17:21:12-14 

abetalo! 12/15/82, 16:21:75 

ipid solubility 12/15/82, 16:21:71, 76 

for migraine prophylaxis 1/30/83, 17:2:46 

MI prophylaxis 6/30/83, 17:12:31-32, 35-36 
compared to anticoagulants, coronary Dypass 
6/30/83, 17:12:32 
Josage 6/30/83, 17:12:36 

juring pregnancy 12/15/82, 16:21:82, € 


rebound phenomenon 12 82 





elect 


Antiarrhythmics 
Biliary dyskinesia 
1/15/86 


Wagnosis 


treating 9/15/80, 14:15:88-13 
Biliary tract disease 
acalculous 7/15/80 


4124 
4.13:14-27 


a 14:13:56-58 

hyperplastic cystic duct 10/15/80, 14:17:127-1 
biliary dyskinesia. see Biliary dyskinesia 
arcinoma 15/80, 14:13:58-6 

y, alternatives 9/15/8 

10/15/80, 14:17:1 3 


natic gallstone 


ar 


ndications 


actic, asympt 


ee Cholecystitis 

bstruction 7/15/80, 14:13:22 

al stricture 15/80. 1417-1 
é SCOpIC surgery 9 15/80. 14:15:93-1 
gallstone tieus 10/15/80, 14:17:145-14 
gallstones, dissolution 9/15/80, 14:15:120-133 
etiology 9/15/80, 14:15:93 
mierventional radiology 
endoscop 

diagnosis 10/15/80, 14:17:124-127 

operative cholangiogram 10/15/80, 14:1 
Patient Education Aid 
14:15:96-98 


see also Cholangiography 
Biofeedback 


galibiadder disease 9/1 


5/80, 14:14:57-63 
5/83, 17:1:37-41 
15/83 


for muscle tension headaches 
nm physiatry, prosthesis training 
orthotic 

17'1:41 
transcutaneous muscle stimulatior 

atrophy 1/15/83, 17:1:38 
relaxation, Patient Education Aid 8/15/80. 14:14:111 
for stress-induced iliness 7/15/83, 17:13:138-139 
10 5 81 5 


for motion sickness 3/30/80, 14:6:123 
1 
‘ 


ateral electric spina! stimulatior 


lo retard disuse 


aspiration technique, breast 3/15/82 
16:5:75-80, 111 

brain, for herpes simplex encephalitis diagnosis 
11/15/81, 15:19:209-213, 226-227 

breast 3/30/82. 16:6:61 
excisional 3/30/82, 16:6:78-87 
patient experiences 10/15/82 
8/15/82, 16:14:66-70 

Cardiac, to monitor doxorubicin toxicity 5/30/82 
16:10:139, 144 

cervical 1/15/83, 17:1:125 

for cranial arteritis 7/15/82, 16:13:154-155 

duodenal, for colitis 6/15/80, 14°11:65-76 

endometrial 1/15/83, 17:1:95-97; 6/15/80, 14:11:27 

fine-needie thyroid 6/15/83, 17°11:139, 142-150 

of liver, for hemochromatosis 9/30/82, 16:16:105-114 


16:17:188-201 





retrograde Cholangiopancreatography in 





ymph node 2/15/82, 16:3:49-57 
mirror-image, breast lesions 3/15/82, 16:5:99-100 
neck lumps 4/30/84, 18:8:111-124 
peroral small bowel, for mucosal lesion 1/30/83 
17:2:114-129; 10/15/81, 15:17:156-161 
limitations 1/30/83, 17:2:124-129 
skin 
immunofiuorescence, for Rocky Mountain spotted 
fever 7/15/82, 16:13:30-31 
punch 10/15/84, 18:17:205-209 (PFYP) 
synovial 2/28/81, 15:4:76 
Birth control, see Contraception; Minilaparotomy; 
Sterilization 
, see Hemangioma 
Bites and stings, see Animal bites; Insect stings 
Bleedi 


ing 
gastrointestinal, see Gastrointestinal disorders 
rectal, hemorrhoids as cause 9/30/81, 15:16:16-45 
ulcer, emergency care 9/30/81, 15:16:89-90 
uterine, dysfunctional, adolescent 9/15/82 
16:15:34-38, 54 
FlowChart, managing 9/15/82, 16:15:39 
adult 9/15/82, 16:15:38-48, 54-57 
FlowChart, managing 9/15/82, 16:15:42-43 
aritis 
diagnosis 4/15/80, 14:7:60, 64 
Blindness 
due to keratitis 11/15/81, 15:19:200, 204-213 
due to temporal arteritis, polymyalgia rneumatica, in 
elderly 2/28/83, 17:4:39 
see also Glaucoma 
Blood cell count see Laboratory tests, specific 
aisorder 
Blood chemical analysis 
blood gas, see Blood gas analysis 
glucose tolerance test 3/15/80, 14:5:66-69, 75, 76 
81-82 
Blood clots 
anticoagulant therapy 11/30/82, 16:20:87, 93, 97 
100-104, 109, 111-112, 114 
heparin 11/30/82, 16:20:93, 97, 100-102, 111-114 
administration 11/30/82, 16:20:100-101 
adverse effects 11/30/82, 16:20:102, 111-112, 114 
ow-dose 11/30/82, 16:20:100-101, 109-111 
ode of action 11/30/82, 16:20:93, 97 
monitoring 11/30/82, 16:20:101 
oral anticoagulants 11/30/82, 16:20:102-104, 109 
mode of action 11/30/82, 16:20:102-103 
warfarin sodium 11/30/82. 16:20:103-104, 109 
alternatives to 11/30/82, 16:20:109 
complications 11/30/82, 16:20:104, 109 
ong-term use 11/30/82, 16:20:104, 109 
thrombolytic therapy 
ntraindications 11/30/82, 16:20:92-93 
ndications for 11/30/82, 16:20:67-88 
streptokinase 11/30/82, 16:20:88-89, 92-93 
urokinase 11/30/82, 16:20°88-89, 92-93 
Blood disorders 
dyscrasias, von Willebrand's disease 9/15/82 
16:15:34-35 
n fetus, DNA sequence analysis 1/15/83 
17:1:106-107 
see also Anemia; Hematologic disorders; Leukemia 
Blood gas analysis 
n adult ketoacidosis 3/15/80, 14:5:113 
n elderly surgical patient 7/15/83, 17:13:220-226 
as intubation indication 6/15/83, 17:11:46, 61-66 
78, 83 
Blood glucose 
home monitoring 3/30/80, 14:6:102 
see also Diabetes 
Biood pressure 
measuring, using Korotkoff sounds 9/30/80 
14:16:18-19 
see also Hypertension 
Bone 


m 


fractures, see Casting techniques; Fractures 


nfantile cortical hyperostosis, Caffey’s syndrome 
6/15/83, 17:11:183 

osteogenesis imperfecta 6/15/83, 17:11:183 

osteoporosis, role of exercise in therapy 
10/15/82, 16:17:92-94 

osteosarcoma 2/15/82, 16:3:32, 60 

tuberculosis, extrapulmonary 2/15/82 
16:3:111-115 

nN uremia, calcium supplements 6/15/81 
15:11:139, 147 

see also Osteoarthritis; Osteosarcoma 

Bone marrow ints 

autologous stem cell reconstitution therapy 
2/15/81, 15:3:177-178 

see also Anemia 





Bradycardia 
and home monitors for infant apnea 6/30/84 
18:12°56-85 
Brain diseases 
abscess 5/15/81, 15°9:45 
ethmoiditis as cause 4/15/82, 16:7:107-111; 
12/15/80, 14:21:111 
cancer 2/15/83, 17:3:152-153 
CT scan, in diagnosis 1/30/83, 17:2:56-64 
encephalitis 5/15/81, 15:9:44-45 
encephalopathy 5/15/81, 15:9:49, 52 
hepatic encephalopathy 2/29/80, 14:4:102-135 
memory loss, geriatric 5/15/80, 14:9:18-65 
stroke, see Stroke 
tumor, stereotaxic neurosurgery for 1/30/83 
17:2:69 
see also Dementia, senile; Liver disorders, 
encephalopathy; Memory loss 
cancer 
chemotherapy, patient experiences 11/30/82 
16:20:143-152 
detection, physica! examination 3/15/82 
16:5:47-49 
ACS recommendations 3/15/82, 16:5:55 
self-exam 3/15/82, 16:5:49-53 
Patient Education Aid 3/15/82, 16:5:57-58 
diagnosis and management 3/15/82 
16:5:16-100, 1/15/82, 16:1:17-28 
early diagnosis, factors 3/15/82 
16:5:68-71 
self-exam 1/15/82, 16:1:18 
in the elderly, diagnosis 10/15/83, 17:17:32-38 
follow-up 11/30/83, 17:20:134-137 
therapy 10/30/83, 17:18:108 
and use of estrogens 1/15/83, 17:1:97 
FlowChant, evaluating breast lump 3/15/82 
16:5:118-119 
hormone therapy 5/30/82, 16:10:90-93 
immunotherapy 5/30/82, 16:10:113-114 
occurrence in U.S. 3/15/82, 16:5:21 
patient experiences 11/30/82, 16:20:121-152 
10/15/82, 16:17:187-227, 8/15/82, 16:14:35-96 
biopsy 8/15/82, 16:14:66-70 
chemotherapy 11/30/82, 16:20:143-152 
side effects 11/30/82, 16:20:144, 146-148 
attitudes toward 11/30/82. 16:20:148 
150-152 
weight gain 11/30/82, 16:20:147-148 
depression 2/15/83, 17:3:167-176 
discovery of lump 8/15/82, 16:14:35-60 
educational aids 8/15/82, 16:14:82-93 
Exceptional Cancer Patients group 2/15/83 
17:3:176-180 
fatigue 2/15/83, 17:3:180-185 
follow-up care 2/15/83, 17:3:185-193 
friends’ reactions 2/15/83, 17:3:209-213 
husbands’ reactions 2/15/83, 17:3:204-205 
8/15/82, 16:14:76-82 
mammography 8/15/82, 16:14:61-66 
mothers’ reactions 2/15/83, 17:3:205-209 
with radiologist 11/30/82, 16:20:132-133 
radiotherapy 2/15/83, 17:3:189, 193; 11/30/82 
16:20:121-143 
emotional reactions 11/30/82, 16:20:121-124 
129, 132-133 
side effects 11/30/82, 16:20:133, 137-138, 143 
Reach to Recovery program 2/15/83, 17:3:181 
202-204 
reconstruction 2/15/83, 17:3:194-203, 205 
subcutaneous mastectomy 2/15/83 
17:3:193-194 
with surgeon 8/15/82, 16:14:70-76, 93-96 
treatment, biopsy and radiation 10/15/82 
16:17:187-227 
counseling 10/15/82, 16:17:226-227 
mastectomy 10/15/82, 16:17:187-201 
after-effects 10/15/82, 16:17:212-222 
work, returning to 2/15/83, 17:3:213-217 
postoperative irradiation, and chemotherapy 
5/30/82, 16:10:62, 65, 68 
primary irradiation 5/30/82, 16:10:68, 73-74, 81, 
84-85 
effect on pulmonary function 5/30/82 
16:10:84-85, 89 
indications for 5/30/82, 16:10:74, 84-85 
for inflammatory lesion 5/30/82 
16:10:90 
iridium implants 5/30/82, 16:10:81 
survival rates 5/30/82, 16:10:73 
technique 5/30/82, 16:10:81 -82 
radical mastectomy vs modified 5/30/82 
16:10:59-60 
reconstructive surgery 3/30/82, 16:6:101-102 





PATIENT CARE / DECEMBER 15, 1984 





Index 





Breast cancer continued 
recurrence, factors in 5/30/82, 16:10:117-119 
treatment, chemotherapy, for premenopausal 
patient 5/30/82, 16:10:117-118 
disseminated or local lesion 5/30/82, 
16:10:119, 122-124 
with hyperthermia, plasmapheresis, vaccine 
5/30/82, 16:10:128-129 
referral 3/30/82, 16:6:74-78 
risk factors 3/15/82, 16:5:21-43 
aging 3/15/82, 16:5:105 
drug efiects 3/15/82, 16:5:31-34 
fibrocystic disease 3/15/82, 16:5:23, 
32, 34, 43 
irradiation 3/15/82, 16:5:30-32 
therapy 3/30/82, 16:6:61-102; 1/15/82, 
16:1:18-28 
estrogen receptor assay 3/30/82, 
16:6:87-100 
excisional biopsy 3/30/82, 16:6:78-87 
mastectomy, patient attitude 3/30/82 
16:6:70-74 
wedge excision and irradiation 3/30/82, 
16:6:62-66 
and thyroid hormone therapy 3/15/83, 
17:5:38-39 
workup 3/15/82, 16:5:75-100 
aspiration 3/15/82, 16:5:75-80, 111-116 
CEA assay, X-ray 3/15/82, 16:'5:89-93 
mammography 3/15/82, 16:5:89-98, 
122-132 
mirror-image biopsy 3/15/82, 16:5:99 
radiography 3/15/82, 16:5:98-99, 122-132 
staging, TNM system 3/15/82, 16:5:84-92 
see also Cancer, Chemotherapy 
Breast disease 


benign vs premalignant lesions 3/15/82, 
16:5:108 
as cancer risk 3/15/82, 16:5:23, 32, 34, 43 
diagnosis and management 3/15/82, 
16:5:103-147 
aspiration 3/15/82, 16:5:111-116 
breast exam 3/15/82, 16:5:108-111 
diet 3/15/82, 16:5:130, 132-139 
FlowChart, evaluating breast lump 3/15/82 
16:5:118-119 
hormones, in therapy 3/15/82, 16:5:139-143 
mastectomy, prophylactic 3/15/82, 
16:5:143-147 
Patient Education Aid 3/15/82, 16:5:129-130 
fibrocystic disease, ultrasound mammography 
1/15/81, 15:1:97-101 
vitamin E 1/15/81, 15:1:96 
fibrocystic disorders 3/15/82, 16:5:103-147 
Breast 


drug effects on infant 6/30/80, 14:12:59-105 
Bronchitis 


and ysema 
therapy, bronchodilator drugs 3/30/83, 17:6:17 
44-49, 64-67 
oxygen 3/30/83, 17:6:74 
see also Bronchitis and emphysema, chronic; 
Pulmonary disorders 
Bronchitis 


and emphysema, chronic 

alcohol and 10/15/84, 18:17:201-204 (WYPA) 

counseling the patient 6/15/84, 18:11:177-187 

diagnosis 5/15/84, 18:9:128-160 

drug therapy 11/15/84, 18:19:15 (RR); 7/15/84, 
18:13:205-233; 3/30/83, 17:6:17-74 

intubation 6/15/83, 17:11:61 -68, 78, 83 

oxygen therapy 3/30/83, 17:6:74 

physical signs of 9/30/82, 16:16:17, 25 

and pneumonia, antibiotics 6/15/83, 17:11:83, 87 

steroids, oxygen, and physiotherapy 11/30/84, 
18:20:85-96 

see also Bronchitis and emphysema; Pulmonary 
disorders 


Bronchodilators 
anticholinergics 3/30/83, 17:6:21, 44, 63 
B-adrenergic agonists 7/15/84, 18:13:205-210, 
217-226; 3/30/83, 17:6:17-32 
vs catecholamines 3/30/83, 17:6:17 
resorcinols 3/30/83, 17:6:17, 30-32 
metaproterenol sulfate 3/30/83, 17:6:30 
terbutaline sulfate 3/30/83, 17:6:30 
saligenins, albuterol sulfate 3/30/83, 
17:6:17, 22 
tachycardia, as side effect 3/30/83, 17:6:32 
and theophylline 3/30/83, 17:6:22, 39 
tremor, as side effect 3/30/83, 17:6:30, 63 
Capsule Review 3/30/83, 17:6:18-21 
guide to types, dosage, effects 3/30/83, 
17:6:50-57 
during lactation 6/30/80, 14:12:94 








methylxanthines, choosing 7/15/84, 18:13:210-217; 
3/30/83, 17:6:32-37 
dosage 3/30/83, 17:6:37-39 
metabolism of 3/30/83, 17:6:39 
monitoring levels of 3/30/83, 17:6:43-44 
personality changes 3/30/83, 17:6:63 
theophylline 3/30/83, 17:6:21, 37-44 
toxicity, signs of 3/30/83, 17:6:39-43, 49 
use of, common problems 3/30/83, 17:6:22, 71 


Bruits 

abdominal 10/15/82, 16:17:137-141 

Carotid, as stroke risk factor 4/15/82, 16:7:20 
fibromuscular disease 7/15/82, 16:13:154, 158 


m 
diagnosis 11/15/80, 14:19:100 
Burn 


antibiotics in 10/15/81, 15:17:41, 232, 238 
counseling 10/15/81, 15:17:69-72 
dressings 10/15/81, 15:17:41-49, 85 
for grafis 10/15/81, 1£:17:68-69, 215-216, 231 
enteral feeding 1/30/81, 15:2:64-69 
FlowCharts, office or hospital 10/15/81, 15:17:24-25 
hospital care, child 10/15/81, 15:17:54-55 
long-term management 10/15/81, 15:17:64-65 
fluid therapy 10/15/81, 15:17:36-41, 85, 216-217, 231 
in Great Britain 4/30/82, 16:8:56-60 
healing prognosis 10/15/81, 15:17:13 
nospitalization criteria 10/15/81, 15:17:15-22 
burn record 10/15/81, 15:17:16, 21 
FlowChart 10/15/81, 15:17:24-25 
inhalation injuries 7/15/84, 18:13:185-202 
laminar excision and grafting 10/15/81, 15:17:61, 
221, 227, 231, 238, 239 
nutrition 10/15/81, 15:17:52-61 
outpatient care 10/15/81, 15:17:22-33, 222 
Patient Education Aids, burn prevention checklist 
10/15/81, 15:17:77 
first aid 10/15/81, 15:17:78-79 
home treatment 10/15/81, 15:17:83 
inhalation 


Burns, 
diagnoses and management 7/15/84, 18:13:172-202; 


12/15/84, 18:21:25 (RR) 
Bursitis 


types of, olecranon 4/15/81, 15:7:84-85 
see also Joint disorders 
Bypass surgery, see Cardiac surgery, bypass 


Cattey's syndrome 

diagnosis 6/15/83, 17:11:183 

Calcium channel biockers 

for angina 1/15/84, 18:1:42-62 

interactions 12/15/83, 17:21:30, 40-45 
pharmacology 9/15/84, 18:15:52-85 

for Raynaud's syndrome 11/30/83, 17:20:90 

uses 9/15/84, 18:15:87-125; 1/15/82, 16:1:148-161 
see also Antiarrhythmics 

Cancer 


adenocarcinoma, of kidney, rising incidence of 
1/15/83, 17:1:124 
B-carotene intake 10/15/83, 17:17:221 
biologic response modifiers 1/15/82, 16:1:37-40 
monocional antibodies 1/15/82, 16:1:61-66 
bone marrow transplants 2/15/81, 15:3:177-178 
Bowen's, and genital herpes 11/15/81, 15:19:217 
breast, see Breast cancer 
cause of hypercalcemia 1/30/82, 16:2:40-51 
cervical, biopsy, indication 1/15/83, 17:1:124-125 
conization 1/15/83, 17:1:125-128 
cryocautery 1/15/83, 17:1:128-129 
diagnosis 1/15/83, 17:1:123 
and genital herpes 11/15/81, 15:19:216; 
2/28/81, 15:4:141 
radiation 1/15/83, 17:1:129 
role in sexual activity 1/15/83, 17:1:125 
chemotherapy, see Chemotherapy 
colorectal, CME program, at Sloan-Kettering 
1/15/83, 17:1:217 
and Gi bieeding 3/30/84, 18:6:89-99 
Hemoccult slide test protocols 1/15/83, 
17:1:211-213; 3/15/81, 15:5:101-106 
heredity, role of 1/15/83, 17:1:216 
incidence of and Crohn's disease 7/15/81, 
15:13:105-114 
initial symptoms 1/15/83, 17:1:213-217 
postoperative complications 7/15/83, 
17:13:199-244 
preoperative assessment 7/15/83, 17:13:205-206 
radioimmunodetection, trends 1/15/83, 17:1:226 
staging, classifications, Dukes’ and Bussey's 
3/15/81, 15:5:102 
treatment, surgery and chemotherapy 1/15/83, 
17:1:228-232 





complications 3/30/80, 14:6:14-32 
emergency care 2/15/83, 17:3:133-165 
cardiac tamponade 2/15/83, 17:3:133-134, 
154, 160 
central nervous system complications, of brain 
and spinal cord 2/15/83, 17:3:151-153, 162-165 
hypercalcemia 2/15/83, 17:3:146-151, 158, 162 
pain relief 2/15/83, 17:3:135, 159 
superior vena cava syndrome 2/15/83, 
17:3:134-146, 159-160, 162, 165 
endometrial, 
and abnormal bleeding 12/15/84, 18:21:73-78 
diagnosis and chemotherapy 1/15/83, 
17:1:130-136 
and use of estrogens 6/15/83, 17:11:102 
1/15/83, 17:1:97 
esophageal 8/15/81, 15:14:167-197 
in geriatric patients, 
complications 11/30/83, 17:20:107-118 
diagnosis 10/15/83, 17:17:24-57 
biopsy, indications for 10/15/83, 17:17:43 
diagnostic procedures, 10/15/83, 17:17:43-47 
patient resistance to 10/15/83, 17:17:47-54 
physical complaints 10/15/83, 17:17:38-43 
screening 10/15/83, 17:17:32-38 
follow-up care 11/30/83, 17:20:134-141 
role of primary care physician 11/30/83, 
17:20:141-142 
long-term care 11/30/83, 17:20:105-142 
nasopharyngeal 10/30/83, 17:18:130-132 
nutrition 11/30/83, 17:20:130-134 
patient attitudes toward 10/30/83, 17:18:70-80 
10/15/83, 17:17:54-57 
physician-patient dialogue 10/30/83, 17:18:70-80 
psychological aspects 12/15/83, 17:21:61-107 
behavioral changes 12/15/83, 17:21:64-68 
dealing with the family 12/15/83, 17:21:78-82 
emotional! effects 12/15/83, 17:21:61-64 
maintaining a normal lite 12/15/83, 17:21:70-78 
susceptibility to 10/15/83, 17:17:24-32 
terminal care 12/15/83, 17:21:78-107 
autopsies 12/15/83, 17:21:107 
home care 12/15/83, 17:21:93-99 
hospices 12/15/83, 17:21:82-93 
wills 12/15/83, 17:21:83, 99-107 
treatment of 11/30/83, 17:20:105-107, 118-130 
10/30/83, 17:18:69-108 
community cancer programs 10/30/83, 
17:18:95-99 
empiric 10/30/83, 17:18:80-90 
modifying therapy tor 10/30/83, 17:18:106-108 
multidisciplinary approach to 10/30/83, 
17:18:90-95 
options for 10/30/83, 17:18:99-106 
pain relief 11/30/83, 17:20:118-130 
drug therapy 11/30/83, 17:20:125-130 
surgical, radiologic, and chemotherapeutic 
measures 11/30/83, 17:20:118-125 
prognosis for specific cancers 10/30/83, 
17:18:69-70 
side effects 11/30/83, 17:20:105-107 
drugs to relieve 11/30/83, 17:20:107 
gynecologic 6/15/80, 14:11:16-37 
head and neck, 
in children 4/15/84, 18:7:19-25 
in older adults 4/30/84, 18:8:102-106; 4/15/84, 
18:7:57-61 
squamous-cell, basal-cell carcinoma 6/15/84 
18:11:141-173 
staging 4/30/84, 18:8:124-133 
treatment 6/15/84, 18:11:141-173 
in young adults 4/15/84, 18:7:37-55 
hybridoma antibodies, culture of 2/15/81, 
15:3:178-179 
hyperthermia 1/15/82, 16:1:66-67 
immunosuppression 3/30/80, 14:6:16-21 
immunotherapy for 10/15/84, 18:17:210-211 (O) 
interferon mechanisms 1/15/82, 16:1:40-56 
leukemia, see Leukemia 
lung, 
chemotherapy, monocional antibodies as Carriers 
1/15/83, 17°1:184-185 
diagnosis 1/15/83, 17:1:173-175 
chest X-ray vs sputum cytology 1/15/83 
17:1:174 
nonsurgical treatment 1/15/83, 17:1:178-182 
risk factors 1/15/83, 17:1:175 
stem cell assay 1/15/83, 17:1:184 
and tuberculosis 1/15/83, 17:1:190 
management, outlook, ACS —e for 
detection of 1/15/82, 16:1:88-89 
melanoma 1/15/82, 16:1:28-29 
multiple myeloma 4/30/80, 14:8:12-49 
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Cancer continued 
nasopharyngeal, and Epsein-Barr virus 6/30/83 
17:12:74 
nutritional needs 3/30/80, 14:6:25, 28 
oral, and smokeless tobacco 2/15/84, 18:3:211 (PB) 
ovarian, monocional antibodies in diagnosis, and as 
chemotherapy carriers 1/15/83, 17:1:137-141 
pediatric 2/15/82, 16:3:14-94 
chemotherapy and irradiation, long-term effects 
7/15/82. 16:13:167-177 
Cranial radiation, mental impairment 7/15/82 
16:13.167-168 
sexual and reproductive impairment 7/15/82 
16:13:168-173 
diagnosis 2/15/82, 16:3:21-63 
epidemics,” fear of 2/15/82, 16:3:39 
honesty with the terminally ill 9/30/83, 17.16:199 
parents’ perspective 7/15/82, 16:13:195-242 
parent support group 7/15/82, 16:13:204-207 
primary physician role 7/15/82, 16:13:195-242 
school adjustment 7/15/82, 16:13:223-226 
sibling problems 7/15/82, 16:13:212-216, 223 
reterral to oncology center 2/15/82, 16:3:67-94 
Ronaid McDonaid facilities 2/15/82 
16:3:82-83 
second neoplasms 7/15/82, 16:13:177-190 
staging 2/15/82, 16:3:83-93 
terminal care 7/15/82, 16.13:190-192 
treatment 4/15/82, 16:7:115-207 
advances, interview with Arthur S. Levine, MD 
4/15/82, 16:7:198-207 
hemotherapy 4/15/82, 16:7:153-158 
sanctuary’ sites 4/15/82, 16:7:158-166 
side effects, short-term 4/15/82 
16:7:166-170 
clinical drug trials 4/15/82, 16:7:116-118 
counseling, family 4/15/82, 16:7:133-147 
nection 4/15/82, 16:7:170-175 
nutrition program 4/15/82, 16:7:182-194 
oncology center, referral 4/15/82, 16:7:115-116 
surgery, role of 4/15/82, 16:7:151-152, 179-182 
team approach 4/15/82, 16:7:127-133 
prostatic 1/15/82, 16:1:29-37 
and impotence 2/28/82, 16:4:89 
spinal Cord compression, due to 5 
15:9:48-49 
testicular, managing 5/30/83, 17:10:45-59 
counseling patient 5/30/83, 17:10:33 
cryptorchidism as risk factor 5/30/83, 17:10:18-20 
orchiectomy 5/30/83, 17:10:33 
seminomas, nonseminomas, treatment 5/30/83 
17:10:33-38 
radiation, chemotherapy 5/30/83, 17:10:45-53 
retroperitoneal lymphadenectomy 5/30/83 
17:10:46 
staging 5/30/83, 17:10:38-45 
thyroid, malignant nodule 6/15/83, 17:11 
lassification 6/15/83, 17:11:148-149 
diagnostic tests 6/15/83, 17:11:135, 138-139 
fine-needie aspiration 6/15/83, 17:11:139 
144-145, 148-150 
history 6/15/83, 17:11:142 
how to perform 6/15/83, 17:11:145 
nitial clues 6/15/83, 17:11:119-120 
order of tests 6/15/83, 17:11:132-133 
signs of high-risk nodules 6/15/83 
17:11:120-122 
thyroid hormone suppression test 6/15/83 
17:11:133, 135 
thyroid scan 6/15/83, 17:11:122, 132 
treatment 6/15/83, 17:11:152-153 
total parenteral nutrition, role of in treatment for 
1/30/81, 15:2:64 
vitamin C. in prevention or treatment 5/15/83 
17:9:22-23, 45, 59, 71 
vulvar, diagnosis 1/15/83, 17:1:136 
Yale General Oncology Clinic 3/30/80, 14:6:37-54 


15/81 


119-153 


Canes 

selection of 11/30/84, 18:20:12 (RR), 5/30/84 
18:10:126-128 

Cannabis 


as antiemetic for chemotherapy 4/15/82, 16:7:169 
as antinausea drug 1/15/82, 16:1:67-75 
effects 5/30/80, 14:10:112-144 
cardiac, pulmonary 5/30/80, 14:10:123-124 
during lactation 6/30/80, 14:12:101 
psychomotor 5/30/80, 14:10:120-123 
psychosocial 5/30/80, 14:10:130 
reproductive, endocrine 5/30/80, 14:10:94-95 
129-130 
therapeutic use 5/30/80, 14:10:139 





acne, development of 8/15/83, 17:14:134-135 





allergic rhinitis, etiology 8/15/82, 16:14:105 
antithrombic therapy, and hemostatic process 
7/15/80, 14:13:62-64, 87 
balance, physiology of 5/30/81, 15:10:24 
blood lipids metabolism 10/30/80, 14:18:14-16 
blood pressure, regulation 9/30/80, 14:16:42-43, 46 
bronchial asthma 8/15/81, 15:14:32-34 
bronchodilator therapy 3/30/83, 17:6:18-21 
calcium homeostasis, hypercaicemia 1/30/82 
16:2:14-15, 32, 37 
chronic obstructive pulmonary disease 
pathogenesis 5/15/84, 18:9:128-130 
common coid, etiology of 11/15/83, 17:19:21 
congestive heart failure, pathophysiology 10/15/80 
14:17:14-15, 71-72 
decompression sickness 6/15/82, 16:11:116-117 
decubitus ulcers 9/15/82, 16:15:58-59 
diabetes mellitus 3/15/80, 14:°5:16-17 
digital subtraction angiography 9/15/83, 17:15:16-17 
disseminated intravascular coagulation (DIC) 
5/15/80, 14:9:121-122 
diuretics. mechanisms of potassium-sparing 
9/30/82, 16:16:64-69 
electrocardiogram, lead placement 4/15/80 
14:7:74-75 
endocarditis, infective 9/30/80, 14:16:97 
epilepsy, definition and etiology 7/15/83 
17:13:22-23 
eye physiology 4/15/80, 14:7:21 
fallopian tubes:5/ 15/83, 17:9:129-130 
fluoride, anticaries mechanisms 11/15/80 
14:19:108-109 
headache, pathophysiology 6/30/80, 14:12:14-16 
humoral immunity 11/30/83, 17:20:21, 23 
hypothalamic-pituitary-adrenal axis 4/15/83 
17:7:97-98 
hypothermia, physiology of 11/15/83, 17:19:116-117 
malabsorption 1/30/83, 17:2:98 
male reproductive physiology 7/15/83 
17:13:166-168 
memory theories 5/15/80, 14:9:21 
menstrual physiology 9/15/82, 16:15:12-13, 46 
myocardial infarction 11/15/81, 15:19:22, 83-85 
pain, neurophysiology of 1/30/84, 18:2:24-27 
Parkinson's disease, pathophysiology 10/15/80 
14:17:75, 77 
placenta 5/30/80, 14:10:68-70 
renin-angiotensin-aldosterone axis 9/30/83 
17:16:22-24; 7/15/81, 15:13:22-23 
sleep physiology 8/15/80, 14:14:122-126 
spleen 10/30/80, 14:18:58-59 
temporomandibuiar joint syndrome 12/15/83 
17:21:110-111 
vitamin C, physiology and intake 5/15/83, 17:9:20-21 
Captopril see Angiotensin-converting enzyme 
inhibitors 
Carbon monoxide 
poisoning 11/15/83, 17:19:154-177 
auto hazard 11/15/83, 17:19:157-164 
carboxyhemoglobin levels 11/15/83, 17:19:154-156 
diagnosis 11/15/83, 17:19:164-171 
history 11/15/83, 17:19:156-157 
Patient Education Aid 11/15/83, 17:19:175-176 
smoking, effects of 11/15/83, 17:19:171, 177 
symptoms and signs 11/15/83, 17:19:154, 166 
Carcinoma see Cancer 
Cardiac disorders 
angina pectoris, see Angina pectoris 
angiography / bypass surgery, see Angiography; 
Cardiac surgery, bypass 
arrhythmia, see Arrhythmia 
cardiac asthma 8/15/81, 15:14:74 
cardiomyopathy 7/15/83, 17:13:277-278 
cause of syncope 5/30/81, 15:10:60 
chelation therapy for 2/15/84, 18:3:86-87 
congestive failure 2/15/83, 17:3:117-121, 1/15/82 
16:1:152-153 
afterload reduction agents 1/15/82, 16:1:152 
diagnosis 10/15/80, 14:17:14-72 
diuretic therapy, as Cause of electrolyte 
imbalance 4/30/82, 16:8:62-95 
pulmonary symptoms 10/15/80, 14:17:16, 25, 35 
see also Congestive heart failure 
coronary artery disease, diagnosis 1/15/82 
16:1:133 
therapy, transluminal angioplasty 1/15/82 
16:1:141, 145 
due to diuretic therapy 9/30/82, 16:16:69-71 
echocardiography, see Echocardiography 
endocarditis 9/30/80, 14:16:96-126; 1/30/80 
14:2:47-49. 73,75 
exercise testing 2/28/82, 16:4:65-67 
grades of 2/28/82, 16:4:57 





in geriatric patient 1/30/80, 14:2:98-130 
glucose tolerance, after attack 3/15/80, 14:5:50 
54, 66-67 
hypotension 2/15/83, 17:3:121-126 
inotropic disease 3/30/81, 15:6:64-100 
as Kawasaki disease complication 8/15/80 
14:14:68, 76-81 
murmurs and clicks in diagnosis of 2/28/81, 15:4:97 
106-118 
myocardial infarction, see Myocardial infarction 
pacemakers, types and functions of 12/15/81 
15:21:56-81 
pericardial tamponade 2/15/83, 17:3:133-134 
154, 160; 11/15/80, 14:19:74 
pericarditis 2/15/83, 17:3:116-117 
physical diagnosis 10/15/82, 16:17:119-136, 155 
angina, physical signs 10/15/82, 16:17:136 
heart sounds, clicks and murmurs 10/15/82 
16:17:133-136, 150 
and ECG changes 10/15/82, 16:17:124 
PMI 10/15/82, 16:17:119-133 
in pregnant patient 7/15/81, 15:13:145, 157, 189-190 
premature ventricular contractions 2/15/83 
17:3:96-98; 2/28/82, 16:4:55-78 
antiarrhythmic therapy 2/28/82, 16:4:55-61 
and prenatal nutrition 3/15/81); 15:5:27 
right ventricular infarction 3/30/83, 17:6:143-168 
diagnosis 3/30/83, 17:6:143-149, 159, 168 
differentiating from cardiac tamponade, pulmonary 
embolism 3/30/83, 17:6:144 
hemodynamic characteristics 3/30/83, 17:6:148 
149, 156 
incidence and pathology 3/30/83, 17:6:144-145 
symptoms 3/30/83, 17:6:143 
techniques, angiography 3/30/83, 17:6:146 
148, 164 
echocardiography 3/30/83, 17:6:146-168 
radionuclide imaging 3/30/83, 17:6:146 
scintigraphy 3/30/83, 17:6:146 
Swan-Ganz wave form tracings 3/30/83 
17:6:147-149 
management 3/30/83, 17:6:153-157 
inotropic agents 3/30/83, 17:6:153, 156, 163 
intra-aortic balloon, indications 3/30/83, 17:6:157 
volume expansion, using Swan-Ganz catheter 
3/30/83, 17:6:153-156, 166, 168 
and pulmonary edema 3/30/83, 17:6:163 
prognosis 3/30/83, 17:6:158 
stress-related 9/15/81, 15:15:60-61, 185 
value of medical therapy 11/15/80, 14:19:59-60 
valve lesions 2/28/81, 15:4:90-123 
congenital 2/28/81, 15:4:90-97 
differential diagnosis 2/28/81, 15:4:96 
FlowChart 2/28/81, 15:4:102-103 
regurgitation, aortic, mitral, pulmonic 2/28/81 
15:4:110-122 
stenosis 2/28/81, 15:4:110-122 
surgical indications 4/15/81, 15:7:114-118 
therapy 4/15/81, 15:7:106-140 
for acute heart failure 4/15/81, 15:7:106-108 
for aortic or mitral stenosis 4/15/81, 15:7:118-124 
for atrial fibrillation 4/15/81, 15:7:108, 112 
ventricular tachycardia 2/15/83, 17:3:92-96 
electrophysiologic testing 4/30/81, 15:8:93-107 
volume infusion for 11/15/80, 14:19:77 
Cardiac surgery 
bypass 
for angina 2/15/84, 18:3:68-84 
indications 
for coronary artery disease 1/15/82, 
16:1:141-146 
for MI, controversy 1/15/82, 16:1:150 
percutaneous transiuminal coronary angioplasty 
as alternative 1/15/81, 15:1:12-28 
temporary intellectual dysfunction of patients 
10/30/83, 17:18:187 
endocarditis 
cause 9/30/80, 14:16:105 
treatment 9/30/80, 14:16:116, 126 
regional centers for 3/30/84, 18:6:194 (RR) 
risks of 4/15/81, 15:7:142-143 
valvular 
genetic and contraceptive counseling 6/15/81 
15:11:116-117 
indications 4/15/81, 15:7:114-118 
postsurgical care, antibiotic prophylaxis 6/15/81 
15:11:102-103, 106-110 
anticoagulation therapy, warfarin 6/15/81 
15:11:97, 100-101 
in children 6/15/81, 15:11:112-113, 116 
complications of 6/15/81, 15:11:101-106 
digitalis use 6/15/81, 15:11:91, 96-97 
exercise and diet 6/15/81, 15:11:110, 112 
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Cardiovascular preparations 
during pregnancy 5/30/80, 14:10:52 
prenatal treatment 5/30/80, 14:10:106 
see also Antihypertensives 
Carotenemia, see Jaundice 
Carpal tunnel syndrome 
diagnosis and management 3/30/81 

15:6:135-143 

FlowChart 3/30/81, 15:6:136-137 
electrodiagnosis 1/15/83, 17:1:29 
with rheumatoid arthritis 4/15/83, 17:7:74 
hi 


techniques 
Scotchcast 1/15/81, 15:1:129-130 
Catecholamines 


inotropes, vasopressors 3/30/81 
15:6:69-100 

vs B-adrenergic agonists, as bronchodilators 
3/30/83, 17:6:17 

Catheterization 

central venous line placement 6/15/84 
18:11:204-206 

Swan-Ganz 
for hypotension 2/15/83, 17:3:121-126 
preoperative 7/15/83, 17:13:208-219 
for right ventricular infarction diagnosis and 

management 3/30/83, 17:6:147-156 

risks of 7/15/83, 17:13:219-220 

for upper GI bleeding, Foley, Swan-Ganz 2/15/81 
15:3:25-28 

Causalgia 

diagnosis, treatment 4/15/84, 18:7:90, 107-109 

Celiac 


disease 
malabsorption 1/30/83, 17:2:96-146; 10/15/81 
15:17:128-178 
mucosal changes 10/15/81, 15:17:155 
peroral biopsy 10/15/81, 15:17:156-161 
Cell 


aging effects on replication 2/28/83, 
17:4:22-23 

hybridoma culture 2/15/81, 15:3:178-179 

penetration of, by meningococci bacteria 5/30/83 
17:10:63-65 

Cell receptor 

disorders of, and endocrine disease 3/15/80 
14:5:45-47 

target cell resistance to insulin 3/15/82 
16:5:169, 188 


Cepha' ins 
antifungal agents 1/15/83, 17:1:170 
for geriatric patients 4/15/84, 18:7:127-129 
ascular disorders 
hemorrhage, 
diagnosis 7/15/82, 16:13:145-154 
hypertensive 7/15/82, 16:13:151 
stroke, see Stroke 
Cesarean 
herpes genitalis in mother 11/15/81 
15:19:213-220 


Chalazion 
diagnosis 4/15/80, 14:7:60 
Chelation therapy 
for cardiovascular disorders 7/15/84, 18:13:277 
(RR), 2/15/84, 18:3:86-87 
Chemotherapy 
bone marrow transplant, ASCR, as adjunct therapy 
2/15/81, 15:3:177-178 
in breast cancer 5/30/82, 16:10:93, 96-97, 118 
1/15/82, 16:1:18 
alkylating agents, and second malignancies 
5/30/82, 16:10:97-98 
patient experiences 11/30/82, 16:20:143-152 
premenopausal effectiveness 5/30/82, 16:10:118 
research, pre- and postmenopausal 
recurrence rates 5/30/82, 16:10:93, 96, 118-119 
side effects, of doxorubicin HCI, cardiac 
toxicity 5/30/82, 16:10:102-104 
catheter, Hickman intracardiac, 
for intravenous 5/30/82, 16:10:133-134 
in geriatric patients 10/30/83, 
17:18:106-108 
in head and neck cancer 6/15/84, 18:11:141-146, 
151-157 
infusion pump 1/15/83, 17:1:230-232 
monocional antibodies, as Chemical carriers 
1/15/83, 17:1:141, 182-185 
for multiple myeloma 4/30/80, 14:8:26-37 
nutritional support, TPN 1/30/81, 15:2:79 
pediatric cancer 4/15/82, 16:7:153-158 
advances, interview with Arthur S. Levine, MD 
4/15/82, 16:7:198-207 
long-term effects 7/15/82, 16:13:167-177 
during pregnancy 5/30/80, 14:10:50-51 
for testicular cancer 5/30/83, 17:10:45-53 








for tuberculosis 2/15/82, 16:3:108-113, 122. 
1/30/81, 15:2:107-119 
Chest pain 


stress-induced, 
diagnosis 11/30/81, 15:20:101-108 
myofascial changes 11/30/81, 15:20:106, 108 
patient noncompliance 11/30/81, 15:20:108, 109-111 

Tietze’s syndrome and costochondritis 10/30/81 
15:18:21 -29 

wall dysfunction and manipulative therapy 5/15/84 
18:9:45-75 

see also Angina pectoris 

Chicken pox 

pneumonia, as corticosteroid contraindication 
4/30/81, 15:8:27-30 

vaccine 9/30/84, 18:16:103-104 (O) 

Child 


abuse 
in Britain, Overseas Observer 11/30/83, 
17:20:208-213 
diagnostic clues 6/15/83, 17:11:159-172, 183-185 
interviewing parents and child 6/15/83, 
17:11:172-175 
hospital admission, laboratory tests 6/15/83, 
17:11:185-186 
incidence 6/15/83, 17:11:158 
management 6/15/83, 17:11:189-199; 4/30/83 
17:8:120-121, 145, 166 
risk factors 6/15/83, 17:11:160-162 
sexual 6/15/83, 17:11:159, 173, 174; 4/30/83 
17:8:120-121; 9/15/80, 14:15:44-45 
physician responsibilities and protocols 6/15/83 
17:11:158-160, 173, 178-179, 186, 189 
behavior disorders 


school phobia, imipramine HC! for 3/30/80, 
14:6:112-113 
Childbirth, see Labor and delivery 


Cholangiography 

during cholecystectomy 10/15/80, 14:17:135-136 

complications 2/29/80, 14:4:95 

endoscopic retrograde cholangiography 
(ERC) 2/29/80, 14:4:85-95, 97, 101 

endoscopic retrograde cholangiopancreatography 
(ERCP) 10/15/80, 14:17:124-127 

percutaneous transhepatic (PTC) 2/29/80 
14:4:85-95, 97, 101 

see also Radiology, interventional 

Cholecystectomy, see Biliary tract disease 


diagnosis 8/15/84, 18:14:104-114; 7/15/80, 
14:13:22-26 
imaging modalities 2/15/84, 18:3:21-26 
interventional radiology 10/15/80, 14:17:124-136 
silent galistones 10/15/80, 14:17:127;, 7/15/80. 
14:13:22 
surgery, 
alternatives 9/15/80, 14:15:88-133 
indications 10/15/80, 14:17:120-153 
see also Biliary tract disease; Cholangiography 
Cholesterol 


dietary control 10/30/80, 14:18:33-37 
hyperlipidemia 10/30/80, 14:18:14-53, 148 
Chond: 


as factor in osteoarthritis 2/28/81, 15:4:47-51, 
70-71 

X-ray diagnosis 2/28/81, 15:4:83 

Chronic iliness 


adult patient, 
counseling 9/30/81, 15:16:95-123 
effects on family 9/30/81, 15:16:101-114 
effects on sexuality 9/30/81, 15:16:114-119 
Chronic pain, see Pain 


healing problems 8/15/84, 18:14:190-206 
Circadian rh 


and insomnia 8/15/80, 14:14:122-167 
delayed sleep phase syndrome 8/15/80, 
14:14:153-157 


Circulatory collapse, postoperative 
case study 7/15/83, 17:13:199-254 
management of 7/15/83, 17:13:237-244 
Circumcision 


controversy 2/29/84, 18:4:181 (WYPA) 
Gomco clamp method 11/30/84, 18:20:12 (RR); 
4/15/84, 18:7:165-173 (PFYP) 


and hemochromatosis 9/30/82, 16:16:104-105 
see also Liver disorders 
Cleft 


palate 
incidence of, with corticosteroids 4/30/81, 15:8:35 
Clinics 


for pain 3/15/84, 18:5:129-158; 1/30/84, 18:2:81-98 
in Great Britain, Overseas Observer 7/15/84, 
18:13:253-258 





for temporomandibuiar joint syndrome 5/30/84 
18:10:16 (RR); 1/15/84, 18:1:161-164 
see Foot, congenital disorders 


Cocaine 
abuse 9/15/80, 14:15:136-154 
as Cause of endocarditis 9/30/80, 14:16:105, 113 
as cause of septum pertoration 10/30/83, 17:18:125 
“free base,” effects 9/15/80, 14:15:141-145 
toxic effects, 
dependence 9/15/80, 14:15:151-153 
psychosis 11/30/80, 14:20:90 
treatment 9/15/80, 14:15:154 
clinical applications 9/15/80, 14:15:141 
history 9/15/80, 14°75:152-153 


Coccidiodomycosis, 
diagnosis 1/15/83, 17:1:195-198 


in child abuse victim 6/15/83, 
17:11:159, 175, 183 

drug-induced 6/30/81, 15:12:57-75 

types, in elderly 2/28/83, 17:4:48-56 
treatment 2/28/83, 17:4:58-59 


Cold injuries 

frostbite 11/15/83, 17:19:90-115 

hypothermia 11/15/83, 17:19:116-153 

in winter sports, prevention 11/30/83, 17:20:192-203 
see also specific disorder 

Colic 


renal, 

diagnosis 9/30/84, 18:16:48-55 

and urinary calculi 11/15/84, 18:19:37-60 
Colitis 


barium enema, 
air-contrast 6/15/80, 14:11:41, 46, 53 
indications 6/15/80, 14:11:38, 40-65 

biopsy, duodenal 6/15/80, 14:11:65-76, 4/30/80 
14:8:80. 83, 86 

carcinoma risk 1/15/83, 17:1:216; 6/15/80, 
14:11:80 

colonoscopy 6/15/80, 14:11:39, 76-81 

differential diagnosis 4/30/80, 14:8:50-107 

ischemic, angiogram diagnosis 6/15/80, 
14:11:47-48 

ulcerative, in adolescent, diagnosis and management 
4/30/80, 14:8:50-107 


Collagen 
in wound healing 8/15/84, 18:14:190-206 
, see Connective tissue 
diseases; specific disorder 
see Gastrointestinal disorders; 
specific disorder 


y 
in lower GI bleeding, 
diagnosis 3/30/84, 16:6:78-117 
treatment 3/30/84, 18:6:124-129 


Coma 
anatomy, pathophysiology of 5/15/81, 15:9:15 
diagnosis, 
motor responses 5/15/81, 15:9:53, 57 
ocular responses 5/15/81, 15:9:15-33 
doll's head maneuver 5/15/81, 15:9:20-22 
vestibulo-ocular reflex 5/15/81, 15:9:24, 27 
drug overdose as cause 5/15/81, 15:9:53-59 
FiowChart 5/15/81, 15:9:26-27 
evaluating, 
causes of 9/30/81, 15:16:132 
depth of 9/30/83, 17:16:164; 9/30/81, 
15:16:127-141 
motor effects 9/30/81, 15:16:137-140 
ocular responses 9/30/81, 15:16:129-136 
respiratory effects 9/30/81, 15:16:140-141 
hyperosmolar, see Hyperosm lar coma 
myxedema 4/15/84, 18:7:67-85 
Common cold 


diagnosis and menagement 11/15/83, 17:19:20-50 

complications 11/15/83, 17:19:41-44 

differential diagnosis 11/15/83, 17:19:27-30 
FlowChart 11/15/83, 17:19:27 

etiology of 11/15/83, 17:19:21 

investigative work, interferon, enviroxime, iodine 
11/15/83, 17:19:45 

Patient Education Aid 11/15/83, 17:19:49-50 

prevention 11/15/83, 17:19:26 

susceptibility to 11/15/83, 17:19:20-2% 

transmission 11/15/83, 17°19:21-23 


Computer 
for medical record keeping, PROMIS 6/15/81, 
15:11:178 
in practice management 3/ ch 16:5:200-227 
|, see 
Te raphy, computerized axial 
acuminatum 


diagnosis and treatment 9/30/84, 18:16:64-76 
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Condylomata acuminatum continued 
genital, in child 2/28/81, 15:4:142 
Congenital disorders 


atransterrinemia, screening 9/30/82, 16:16:104 
119-122 129. 133 
cleft palate, due to corticosteroids 4/30/81, 15:86:35 
clubtoot 5/30/83, 17:10:100. see a/so Foot, 
congenital disorders 
drug-induced malformations 5/30/80, 14:10:22-37 
40-69, 71-81 
2-D echocardiographic diagnosis 1/15/81 
15:1:30-31 
n intant of diabetic mother 2/15/82, 16:3:147 
3/30/80, 14:16:74 
28/61, 15:4:37-42 
hip dislocation 8/15/83, 17:14:68-98. 5 

17 y 38 

nm Great Br tair 

‘as M40) 
neonatal cyt ymegalowwus 1 15/81, 15:19:221 
neonatal herpes 11/15/81, 15:19:200, 213-220 
neural tube. MSAFP screening 1/15/81, 15:1:84-9 
,ontoger yst 11 15/80. 1419118 
poly kidney disease 6/15/81, 15 
SCONWOSIS 30/81, 158111-117 
30/83, 17-1 


yf joints 2 


30/83 


Wverseas Observer 3/15/84 


11:119-120 


screening tests for 5 
4/30/83, 178:16-34 
syphilis 5/30/83, 17:10:10 
»xoplasmosis 3/30/81, 15:6:22 ] 
vaivular heart defects 2/28/81, 1§ s 37.118 
see also Genetics, factors 
Congestive heart failure 
afterload reduction agents 1/15/82, 16:1:152 
ambulatory treatment 11/15/80, 14°19:14-6§ 
FiowChart 11/15/80. 14:19:28-29 
sodium and fluid restriction 11/15/80, 14:19:32 
Capsule Review, pathophysiology 10/15/80 
417:14-1 1.7 
aptopr 
Josages 9/30/85 


95-116, 121-147 


ndications 
auses of 1 
agnos 
Fiowl hart 1 
Jureti ' 
18, BE 
jrug therapy 11/15 
emergency treatmer 
1419:6/7-86 
mtubatior 


xygen therapy 11 


pathophysiology 
apsule Review 
Patient Educatior 


questions and answers 
80, 14 
nary sympton 

Conjunctivitis 

Jiagnosis 4 1 20-25, 44-4* 

and treatment 11 181987 

as tox shock symptorr 15/8 

Connective tissue diseases 

ause of splenomegaly 1 

geriatric evaluator 1 

arthritis 2/15/80 

giant-ce arteritis < 

polymyal gia rheumat 

upus erythematosus, see o Lupus erythematosus 
systemic 
Constipation 
diagnosis and rr 
2/29/84, 18:4:128-147 

geriatric managerr rent 2 15/80, 14:3:101, 104 
n Great Britain, Overseas Observer 7/15/84 
18:13:252-253 

n Parkinson's disease 10/15/80, 14:17:77 
Patient Education Aids—enemas 3/30/80 
14:6:129-138 
Consultations 
for chronic stress, indications 3/30/83, 17:6:129-134 
for congestive heart failure 10/15/80, 14:17:62-69 
for marriage Counseling 2/28/83, 17:4:122-124 
147-154 
for pediatric 
17:5:56-61 
for sexual problems in marriage 4/30/83, 17:86:88 
96-105 
Contact lenses 
extended wear 1/15/81, 15:1:112-122 


anagement 9 15/84 1815 


hypothyroidism, indications 3/15/83 


uing 

CME credit for office review 2/15/80, 14:3:189 

CME credit system, problems with 11/15/80 
14:19: 164-169 





ibrary, primary care 11/30/84, 18:20:100-107 
trends 1/15/81, 15:1:191 
Contraception 
for diabetic female 3/30/80, 14:6:104 
during first trimester 5/30/80, 14:10:55 
intrauterine device 
as cause of PID 6/30/83, 17:12:81 -82 
— locating with ultrasound 1/15/81 
15:1:9 
and ec aie pregnancy 3/15/84, 18:5:202 (WYPA) 
oral 
as lithogenous agents 10/15/80, 14:17:150-153 
noncontraceptive uses, see Oral contraceptives 
during pregnancy 3/ 15/81, 15:5:37, 42 
vitamin C interaction 5/15/83, 17:9:26 
for patient with valvular heart disease 6/15/81 
15:11:116-117 
sterilization, see Sterilization 
see also Minilaparotomy, Sterilization; Vasectomy 
Convulsions 
febrile 1/30/84, 18:2:101-121 
Patient Education Aid 4/15/84, 18:7:157-160 
positioning infant during 4/15/84, 18:7:11 (RR) 
pediatric 10/15/83, 17:17:116, 7/15/83, 17:13:22-23 
and syncope diagnosis 7/15/84, 18:13:118-121 
see also Epilepsy 
Cornell Medical Index 
n stress diagnosis 9/15/81, 15:15:100-104, 129 
Coronary disease, see pogine pectoris; 
Atherosclerosis; Cardiac disorders; Myocardial 
infarction 
Corticosteroids 
for acute MI 2/15/83, 17:3:116-117 
n Addison's disease 5/30/81, 15:10:70: 4/30/81 
15:68:46 
affective disturbance induced by 6/30/81 
15:12:58-59 
for allergy 5/30/81, 15:10:7( 
52, 85 
n asthma therapy 2/15/84, 18:3:147-150, 11/30/81 
15:20:59-61, 65-67, 70-72. 74-77, 81, 91. 11/15/81 
139 
tis and emphysema 3/30/83, 17:6:66-67 
15841 
d tendinitis management 10/30/81 


76, 4/30/81, 15:68:41 


nm Dursitis ar 
15:18:20-21 
‘ 


or Carpal tunnel syndrome 3/30/81, 15:6:139-143 
ause of upper GI bieeding 1/30/81, 15:2:28-34 
n chronic obstructive pulmonary disease 11/30/84 
6o2U655D-Y 
Somparison of types 4/30/81 
contraindications 4/30/81 
Jependence on 4/30/81, 15 
Josage 4/30/81, 15:8:51-55 
alternate-day 4/30/81, 15:8:55-56 
for replacement therapy 4/30/81, 15:8:56-59 
tapering 4/30/81, 15:°8:59-63 
drug interaction 5/30/81, 15:10:99 
yn diabetes 5/30/81, 15:10:76, 89, 4/30/81 
effects on glaucoma 4/30/81, 15:86:36 
arteritis 4/30/81, 15:8:37-40, 52 
n Graves disease therapy 1/30/82, 16:2:101 
for nematologic disorders 5/30/81, 15:10:95 
4/30/81, 15:8:77 
for histoplasmosis, adrenal gland 
8/15/82, 16:14:143 
tustory of use 4/30/81 
Hodgkin s disease 4 
nm hypercaicerma therapy 
ndications 4/30/81, 15:8:36-45 
for inflammatory Dowel disease 5/30/81 
15:10:69-70; 4/30/81, 15:8:36-37 
rectal use 4/30/81, 15:8:82-84 
nhalation therapy 4/30/81, 15:8:85 
for allergic rhinitis 8/15/82, 16:14:124 
mteractions with antiarrhythmics 12/15/83, 17:21:49 
for joint anc tendon injury 4/30/81, 15:8:67-77 
nection problems 4/30/81, 15:8:72-77 
for liver disorders 4/30/81, 15:68:37, 55 
for lung maturation, respiratory distress 
syndrome prevention 1/15/83, 17:1:108-110 
for lupus erythematosus, systemic 5/30/81 
15:10:90; 4/30/81, 15:86:52 
systemic and discoid 3/30/84, 18:6:163-167 
misuse and side effects of 5/30/81, 15:10:69-101 
fluid retention 5/30/81, 15:10:76, 90 
GI bieeding 5/30/81, 15:10:91 
osteoporosis 5/30/81, 15:10:85 
summary table 5/30/81, 15:10:80-87 
susceptibility to infection 5/30/81, 15:10:81, 84 
for mononucleosis 6/30/83, 17:12:73 
for ocular herpes zoster 4/30/83, 17:8:68 


for giant ce 


complicatior 





oral vs injectable 4/30/81, 15:86:45 
for polymyaigia rneumatica 4/30/81, 15:68:41 
prednisone, advantages of 4/30/81, 15:8:45-46 
for pruritus 10/15/84, 18:17:103-108 
for rhinitis 2/15/84, 18:3:150-157; 10/15/83 
17:17:190-195 
n septicerma 7/15/83, 17:13:248-249 
side effects, patient education 5/30/81, 15:10:100 
for smoke inhalation therapy 10/15/81, 15:17:33, 36 
226-239 
status asthmaticus therapy 1/30/82, 16:2:114-115 
n stroke management 7/15/82, 16:13:137-138, 154 
topical, choice of 4/30/83, 17:°8:37-42 
side effects of 
skin atrophy, adrenal suppression 4/30/83 
17:8:38-40, 71-77, 82 
tachyphylaxis 4/30/83, 17:8:40-42, 75 
use in Great Britain, Overseas Observer 1/30/82 
16:2:100-101 
Cost containment 
IPA and 7/15/80, 14:13:176-204 
in medical school curriculum 7/15/81 
15:13:198-215 
patient education in 7/15/81, 15:13:210-211 
physician limitation, Rhode Island proposal 9/15/80 
14:15:158-166 
throat cultures, limiting 12/15/80, 14:21:60, 68, 71 
through quality contro! 2/15/81, 15:3:199-214 
trends 8/15/84, 18:14:16 (RR); 1/15/81, 15:1:204 
see also Costs of health care 
Costs of health care 
angiography 2/15/81, 15:3:78 
attitudes of physicians and patients 1/15/80, 14:1:65 
charitable care programs 10/15/82, 16:17:165-183 
cost containment, see Cost containment 
economics of patient education 2/29/84 
18:4:168-175; 1/15/80, 14:1:142-164 
endoscopy 2/15/81, 15:3:48 
fee negotiation 11/15/80, 14:19:142-146 
health insurance 10/15/80, 14:17:172-200: 1/15/80 
14:1:40-44, 65, 161 
Patient Education Aid—Medicare, appealing 
decisions 12/15/82, 16:21:171, 173 
Patient Education Aid—Medicare check is less 
than expected 12/15/82, 16:21:160-162, 167 
Patient Education Aid—Medicare, filing claims 
12/15/82, 16:21:151-153, 158-159 
nterview with Joseph Fletcher 6/15/81 
15:11:169, 170 
and the middie class 2/15/84, 18:3:14 (RR) 
outlook 11/15/80, 14:19:136-146 
physicians office fees, patient expectation survey 
1/15/80, 14:1:61-64 
Reagan administration goals. interview with 
Edward Brandt 11/15/81, 15:19:88-111 
for stroke rehabilitation 8/15/82, 16:14:287-294 
Patient Education Aid 8/15/82, 16:14:307 
third-party payers 11/15/80, 14:19:141-148 
10/15/80, 14:17:172-200: 1/15/80, 14:1:40-41 
trends 1/15/81, 15:1.186-204 
upper Gi series 2/15/81, 15:3:51, 52 
Coun: 
acquired immune deficiency syndrome patients 
1/30/84, 18:2:127-136 
alcoholism, see Alcoholism 
birth defects and drug usage 5/30/80, 14:10:86-95 
burn victims 10/15/81, 15:17:69-72 
chronic obstructive pulmonary A patients 
6/15/84, 18:11:177-187 
cluster headache patient 8/15/80, 14:14:47-57 
cyStic fibrosis patient 2/28/82, 16:4:49-50 
drowning victim's family 6/15/82, 16:11:168 
epileptic patients 9/15/83, 17:15:171-181 
family, autism 4/15/81, 15:7:15-33 
cancer patient 3/30/80, 14:6:30-32 
of chronically ill adult 9/30/81, 15:16:95-123 
of chronically ill child 11/30/81, 15:20:92-93 
8/15/81, 15:14:199-235 
diabetic patient 3/15/80, 14:5:168-204 
of epileptic patient 9/15/83, 17:15:171-181 
of homosexual 9/30/80, 14:16:55-70 
of newborn 5/30/83, 17:10:152-156 
parent-child problems 4/30/83, 17:8:141-167 
alcoholism 4/30/83, 17:8:145 
child abuse 4/30/83, 17:8:120-121, 145, 166 
of child abuse victim 6/15/83, 17:11:172-175 
of patient with chronic disease 6/30/81 
1§:12:18-53 
of pediatric cancer patient 4/15/82, 16:7:133-147 
sibling problems 4/15/82, 16:7:144-147 
of schizophrenic patient 1/15/84, 18:1:109-121 
of sudden infant death victim 3/15/84, 18:5:32-42 
homosexuality, see Counseling, sexual 
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insomnia patient 8/15/80, 14:14:153 
marriage 3/15/83, 17:5:65-160; 2/28/83 
17:4:122-188; 12/15/82, 16:21:20-35, 39-61 
communication skills 4/15/83, 17:7:195-209 
conjoint sessions 3/15/83, 17:5:73-160 
with reluctant spouse 3/15/83, 17:5:80-86 
divorce counseling, effect on children 4/30/83 
17:8:148-149, 163 
divorce or separation 4/15/83, 17:7:210-228 
effect on children 4/15/83, 17:7:215-222 
fees and scheduling aspects 2/28/83, 17:4:145 
genogram 3/15/83, 17:5:97-119 
Patient Education Aid 3/15/83, 17:5:104-107 
infidelity 4/30/83, 17:8:121-137 
marital problems due to social readjustment 
crisis 3/15/83, 17:5:68, 120-130 
life stages, as source of stress 3/15/83 
17:5:140-157 
using rating scales 3/15/83, 17:5:125 
marital styles 4/15/83, 17:7:210-211 
physician education programs 2/28/83 
17:4:155-174 
premarital 6/30/83, 17:12:147-176 
vs psychotherapy 2/28/83, 17:4:124-132 
referrals 2/28/83, 17:4:122-124, 147-154 
second marriage 6/30/83, 17:12:162-168 
menopausal! patient 1/15/83, 17:1:97-102 
migraine patient 8/15/80, 14:14:36 
nutritional, during pregnancy 3/15/81, 15:5:20-60 
Patient Education Aids 3/15/81, 15:5:31-32 
39-41 
for Parkinson's disease 10/15/80, 14:17:108-109 
postmastectomy patient 10/15/82, 16:17:226-227 
schizophrenic patients 1/15/84, 18:1:109-121 
sex education 11/15/82, 16:19:67-116 
sexual 4/30/83, 17:8:87-137; 2/15/80, 14:3:113 
114, 119 
adolescent homosexual 9/30/80, 14:16:55-70 
9/15/80, 14:15:84-86 
homosexual practices, medical issues 10/30/80 
14:18:105-108 
for smokers 8/15/80, 14:14:86-121 
for stress-related illness, primary physician's role 
7/15/83, 17:13:153-163; 3/30/83, 17:6:127-141 
group therapy 3/30/83, 17:6:134-136 
identification of stressor 3/30/83, 17:6:127-129 
reterral 3/30/83, 17°6:129-134 
testicular cancer patient 5/30/83, 17:10:33 
vasectomy candidates 7/15/83, 17:13:166-173 
see also Mental retardation 
Counterpulsation, see Myocardial infarction 
Cretinism 
diagnosis 3/15/83, 17:5:53-54 
Creutzfeldt-Jakob disease 
as Cause of dementia 2/28/83, 17:4:56 
and memory loss 5/15/80, 14:9:40, 46, 61, 65 
neurologic characteristics 11/30/81, 15:20:26-27 
Crohn's disease 
biopsy 6/15/80, 14:11:53, 65, 70-73 
colonoscopy 6/15/80, 14:11:39, 76-81 
differential diagnosis 7/15/81, 15:13:105-114 
4/30/80, 14:8:50-107 
biopsy 7/15/81, 15:13:109 
colonoscopic indications 7/15/81, 15:13:106-112 
hepatobiliary lesions 7/15/81, 15:13:120 
ocular and musculoskeletal lesions 7/15/81 
15:13:119-120 
oral and cutaneous lesions 7/15/81, 15:13:117-119 
treatment, and complications 7/15/81 
15:13:112-114 
radiologic diagnosis 6/15/80, 14:11:38, 40-65 
see also Inflammatory bowel disease; Irritable 
bowel syndrome 
Croup 
bacterial tracheitis 11/30/82, 16:20:25, 41-42 
Gifferential diagnosis 11/30/82, 16:20:25 
emergency care 11/30/82, 16:20:28-30, 32 
office assessment 11/30/82, 16:20:18, 23-24 
Patient Education Aid—croup attack 11/30/82 
16:20:47 
spasmodic croup 11/30/82, 16:20:24-25, 28 
telephone assessment 11/30/82, 16:20:15-16 
follow-up procedures 11/30/82, 16:20:16-18 
viral Croup 
mild 11/30/82, 16:20:15-18, 23, 25 
severe 11/30/82, 16:20:25-42 
emergency care 11/30/82, 16:20:28-30, 32 
management 11/30/82, 16:20:41-42 


hes 
selection of 5/30/84, 18:10:128-142 





rgery 
for venereal warts 10/30/80, 14:18:97-98 
Cryptoc see Fungal infections 





'ss 
and amenorrhea with hirsutism 9/15/82, 16:15:53 
diagnosis 4/15/83, 17:7:105-110, 122-133; 3/15/80, 
14:5:69 
etiology 4/15/83, 17:7:96-99 
incidence of emotional problems 5/30/81, 15:10:96 
laboratory tests 4/15/83, 17:7:100-101 
symptoms 4/15/83, 17:7:98-100 
treatment 4/15/83, 17:7:110 
ystic fibrosis 
Capsule Review, pulmonary complications 
2/28/82, 16:4:16-18 
counseling 2/28/82, 16:4:49-50 
diagnosis and management 2/28/82, 
16:4:16-53 
symptoms, by age, summary table 2/28/82, 
16:4:23 


genetic patterns 2/28/82, 16:4:18, 26 
intestinal complications 2/28/82, 16:4:18-19 
laboratory tests, sweat test 2/28/82, 16:4:23-28 
liver complications 2/28/82, 16:4:22, 48 
nutrition, pancreatic enzyme replacement 
2/28/82, 16:4:45 
reterral, CF center 2/28/82, 16:4:28, 30, 32, 49 
research 2/28/82, 16:4:52-53 
respiratory complications, early 2/28/82, 
16:4:30-35 
hemoptysis 2/28/82, 16:4:43-44 
late-stage, cor pulmonale 2/28/82, 16:4:18 
35, 44-45 
pneumothorax 2/28/82, 16:4:38-43 
Cystitis 


diagnosis and treatment 9/30/84, 18:16:16 (RR); 
9/15/84, 18:15:15 (RR); 7/15/84, 18:13:278 (RR); 
6/30/84, 18:12:16 (RR); 2/29/84, 18:4:16-40 


Deafness, see Hearing disorders 

Death 

sudden infant death syndrome 3/15/84, 18:5:18-42 
Debridemen 

of wounds 3/15/84, 18:5:106-111 

Dec its 


for otitis media symptoms 12/15/80, 14:21:42, 46-48 
for rhinitis 10/15/83, 17:17:189-190 

for sinusitis 12/15/80, 14:21:100-107 

Delivery, see Labor and delivery 

Dementia 


Alzheimer's disease 2/28/83, 17:4:55-56; 7/15/82, 
16:13:163; 6/15/80, 14:11:94; 5/15/80, 14:9:38-39, 
45, 65 

and pseudodementia, compared 6/15/80 
14:11:82-100 

Creutzteldt-Jakob disease 2/28/83, 17:4:56 
in elderly 2/28/83, 17:4:48-59 

due to multiple infarct 2/28/83, 17:4:56; 7/15/82, 
16:13:163 

reversible, causes of 2/28/83, 17:4:53-55 

senile, diagnosis and management 6/15/80, 
14:11:82-100 

Dental problems 

caries prevention, fluoride supplement 11/15/80 
14:19:90-105 

Capsule Review, fluoride 11/15/80, 14:19:108-109 
gingivitis 11/15/80, 14:19:108-110 

injury 11/15/80, 14:19:117-123 

maxillary sinusitis 11/15/80, 14:19:117-118 

odontogenic cyst 11/15/80, 14:19:118 

ptyalism 11/15/80, 14:19:117 

temporomandibular joint syndrome 11/15/80 
14:19:100-101, 117-118 

diagnosis 12/15/83, 17:21:108-136 
management 1/15/84, 18:1:129-164 

xerostomia 2/29/84, 18:4:42-79 

Depression 


in cancer patient 3/30/80, 14:6:30-32 
in breast cancer patient 2/15/83, 17:3:167-176 
as Cause of physical symptoms 9/15/81, 15:15:53-60 
chemical! marker for 10/15/84, 18:17:215 (PB) 
constipation as symptom 2/29/84, 18:4:137 
differentiation from anxiety 9/15/81, 15:15:149-171 
drug-induced 11/30/80, 14:20:90 
in elderly 2/28/83, 17:4:35-42 
as Cause of dementia 2/28/83, 17:4:53 
vs senile dementia 11/30/81, 15:20:115-117 
estrogen as MAO inhibitor 6/15/83, 17:11:96, 100 
geriatric, diagnosis and management 1/3 /80, 
14:2:85-95 
and insomnia 8/15/80, 14:14:147-153, 160-162 
medica! causes 10/15/84, 18:17:65-84; 7/15/84, 
18:13:45-51; 11/30/80, 14:20:101-103 
and memory loss 5/15/80, 14:9:47 





in MI patient and family 11/30/81, 
15:20:133-134, 136 

as nonadaptive stress response 2/15/83, 17:3:39 

pain as presenting complaint 9/15/81, 
15:15:65-68, 149 

paralanguage of 9/15/80, 14:15:114, 198 

in Parkinson's disease 10/15/80, 14:17:108-109 

seasonal, helped by bright fluorescent lighting 
10/15/83, 17:17:223 

in stroke victims 8/15/82, 16:14:280-285 
Patient Education Aid—understanding 8/15/82, 

16:14:295-307 

in suicidal patient, bipolar 11/30/80, 14:20:108-109 
unipolar 11/30/80, 14:20: 103-107 

as symptom of grief 2/15/83, 17:3:62-88; see also 
Grief; Suicide 


Dermatiiis 
acne, oral and topical antibiotics for 4/30/83, 
17:8:43-53 
retinoid drugs, for cystic 4/30/83, 17:8:48, 75, 
1, 82 


biepharitis, treatment 4/30/83, 17:8:42 
contact 5/15/80, 14:9:67-69, 79, 80-81 
corticosteroids, topical, potency and side effects of 
4/30/83, 17:8:37-42, 71, 77, 82 
diaper rash 10/30/84, 18:18:57-69 
eczema 4/30/83, 17:8:59-64, 75, 81, 82 
impetigo 4/30/83, 17:8:65-66 
pruritus, 
diagnosis 8/15/84, 18:14:18-60 
treatment 10/15/84, 18:17:89-121 
psoriasis 4/30/83, 17:8:42, 53-57, 82 
seborrhea 4/30/83, 17:8:42, 57-59; 5/15/80, 
14:9:67-68, 74-78, 80-81 
see also specific disorder 
, see Immunotherapy 
Diabetes 


and aging process 3/15/80, 14:5: 71 
and air travel precautions 6/15/82, 16:11:39, 43 
American Diabetes Association 3/15/80, 
14:5:216-217, 221 
and carpal tunnel syndrome 3/30/81, 15:6:137 
in child, family problerns 8/15/81, 15:14:199-235 
Classification, changes in 2/15/82, 16:3:194-196 
3/15/80, 14:5:14, 16, 20 
complications, 
nephropathy 4/15/80, 14:7:134-136 
neuropathy, physical diagnosis of 4/15/80, 
14:7:136-140 
retinopathy 4/15/80, 14:7:131-134 
corticosteroid therapy, effects on 5/30/81, 15:10:76, 
89; 4/30/81, 15:8:34, 55 
in cystic fibrosis patient 2/28/82, 16:4:49 
diagnosis and management 3/15/80, 14:5:64-82 
revised criteria 3/15/82, 16:5:151 
diet 3/15/80, 14:5:90-100, 133-138, 146-150 
emergency treatment 3/15/80, 14:5:100-117 
Patient Education Aid 3/15/80, 14:5:184-188 
family counseling 3/15/80, 14:5:168-204 
foot care 6/30/82, 16:12:109-113 
gallstones, incidence of 7/15/80, 14:13:21, 29 
gestational 3/30/80, 14:6:74, 79, 92, 94, 99, 101-102 
3/15/80, 14:5:69, 74 
glucose tolerance test 3/15/80, 14:5:66-69, 75-82 
glycohemogiobin test, as monitor of disease contro! 
4/15/80, 14:7:106-111 
home blood glucose monitoring 4/30/82 
16:8:99-101 
equipment for 4/30/82, 16:8:101-106 
hyperosmolar coma 10/30/83, 17:18:49-65 
hypertension therapy 6/30/82, 16:12:92-93 
and hypoglycemia 10/15/83, 17:17:66-68, 
90-95, 105 
and impotence 4/30/83,17;8:93; 2/28/82, 16:4:89 
incidence 3/15/80, 14:5:58-5 
induced by diuretic therapy 4/30/82, 16:68:85 
infectious etiology 3/15/80, 14:5:63 
insipidus, due to lack of antidiuretic hormone 
6/30/82, 16:12:114-120 
drug therapy 6/30/82, 16:12:126-131 
etiology 6/30/82, 16:12:114-120 
laboratory tests, dehydration 6/30/82, 
16:12:120-126 
SIADH syndrome, diagnosis 6/30/82, 
16:12:131-137 
insulin dependent (IDDM) 3/15/82, 
16:5:155-162 
diet, exercise, drug therapy 3/15/82 
16:5:170-175 
genetic component 3/15/82, 16:5:155 
insulin therapy, dosage and monitoring 
3/15/82, 16:5:179-183 
viral etiology, research 3/15/82, 16:5:155, 160 
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for memory loss, CT scan, EEG, radionuclide 
scan 5/15/80, 14:9:48 

for meningitis, encephalitis, lumbar puncture 
5/15/81, 15:9:44-45 

mental status evaluation, for memory dysfunction 
5/15/80, 14:9:21-22, 40-45 

MSAFP screening, neural tube defects 1/15/81 
15:1:84-92 

nerve conduction, orthodromic and antidromic 
studies 1/15/83, 17:1:25-29 

nuclear magnetic resonance 1/30/82 
16:2:73-80 

in obstetrics and gynecology 3/15/84 
18:5:67-97 

for Otitis media, tympanocentesis, tympanometry 
9/15/83, 17:15:96, 100, 106-107 

for pelvic inflammatory disease, laparoscopy 
6/30/83, 17:12:89-94 

for pet-associated diseases, summary 3/30/81 
15:6:60-63 

photon absorptiometry, for osteoporosis 1/15/83 
17:1:95 

positron-emission tomography 1/30/82, 16:2:80-85 
2/28/81, 15:4:150 

tor psychotropic drug monitoring 1/15/82 
16:1:195-198 

proctoscopy 4/30/80, 14:8:79-80, 87-107 

pulmonary function tests 8/15/81, 15:14°95-105 

radioimmunoassay and radioreceptor assay, for 
pregnancy 1/15/81, 15:1:78-84 

fadioisotope scanning, for right ventricular infarction 
3/30/83, 17:6:146 

tor Raynaud's syndrome, plethysmography, digital 
pressure and pulse volume 11/30/83, 17:20:80-85 

for right ventricular infarction, wave form tracings 
3/30/83, 17:6:147-149 

sigmoidoscopy 
tor gastroenteritis 5/15/83, 17:9:85 
for rectal bleeding 3/15/81, 15:5:62-106 

skin tests, see Skin tests 

for sleep apnea, polysomnographic studies 
9/15/81, 15:15:256 

thermography 1/15/82, 16:1:17-18 

thyroid hormone suppression 6/15/83, 17:11:139 

thyroid scan 6/15/83, 17:11:122, 132 

for thyrotoxicosis, radioactive iodine uptake 
scintiscan 4/15/83, 17:7:167-168 

tomography, advances 1/30/82. 16:2:63-65 
2/26/81, 15:4:147-150 

in stroke diagnosis 7/15/82, 16:13:129-130 


15/82, 16:7:39-51 
tonometer, for eye exam 4/15/80, 14:7:20-69 
for toxocariasis, ELISA 3/30/81, 15:6:20, 61 
for toxoplasmosis, igM-IFA 3/30/81, 15:6:22-23, 62 
transhepatic portography 2/15/81, 15:3:44, 78-81 
5, 92 


ultrasonography 1/30/82. 16:2:66-71 
abdominal 2/15/84, 18:3:54-61 
fetal 3/30/80, 14:6:93, 94 
in assessing thyroid nodule 6/15/83, 17:11:138 
ultrasound mammography, compared with 
thermography 3/15/82, 16:5:98-99, 122-132 
for fibrocystic breast disease 1/15/81 
15:1:97-101 
tor upper Gi! bleeding 2/15/81, 15:3:30-51 
for varicose veins, Trendelenburg’s test 3/30/84 
18:6:39-54 
for venous thrombosis 7/15/80, 14:13:71, 72 
for ventricular tachycardia, electrophysiologic 
testing 4/30/81, 15:8:93-107 
visual evoked potential testing 1/15/81, 15:1:77 
X-fay. 
for knee stress 2/15/81, 15:3:144 
upper GI series, barium and air contrast 2/15/81 
15:3:43, 51-52 


Diaper rash 
management 10/30/84, 18:18:57-69 
Diarrhea 


acute, diagnosis and management 4/30/80 
14:8:50-107 
FlowChart, nonbioody, etiology 6/15/80 
14:11:68-69 
infectious 3/15/81, 15:5:149-175 
differential diagnosis 5/15/83, 17:9:79-81 
giardiasis, shigellosis, salmonellosis 3/15/81 
1§:5:149-152 
treatment 3/15/81, 15:5:154-163 
antibiotics or Pepto-Bismol 3/15/81, 15:5:154 
FlowChart 3/15/81, 15:5:158-159 
Patient Education Aid, home care 3/15/81 
15:5:163 
patient education aid from Mansfield Family Practice 
6/15/84, 18:11:137-138 








prophylaxis for “turista” 3/15/81, 15:5:167, 170, 175 

as symptom of malabsorption 10/15/81, 
15:17:128-131 

as symptom of protozoal infections 8/15/83 
17:14:226-227 

see also Gastrointestinal disorders 

Dientamoeba fragilis, see Parasitic diseases, 
intestinal 


calcium supplements, for menopausal wornen 
6/15/83, 17:11:104 
to prevent osteoporosis 2/28/83, 17:4:39-42 
for congestive heart failure 11/15/80, 14:19:32 
and constipation 2/29/84, 18:4:142-146 
diabetic 3/15/80, 14:5:90-100, 146-150 
high fiber 2/15/82, 16:3:187-191 
insulin-dependent diabetes mellitus and 
noninsulin-dependent diabetes mellitus 
3/15/82, 16:5:170, 197 
Patient Education Aid 3/15/80, 14:5:133-138 
pregnant diabetic 3/30/80, 14:6:92 
fasting for weight control 9/30/83, 17:16:200 
for fibrocystic breast disease symptoms 
3/15/82, 16:5:130, 132-139 
food additives as headache cause 7/15/80, 
14:13:123-128 
food allergy 10/30/81, 15:18:64-81 
lactose intolerance 10/30/81, 15.18:82 
tartrazine sensitivity 10/30/81, 15:18:73, 80 
for gallbladder disease 9/15/80, 14:15:93, 99-103 
gluten-free, for celiac sprue 8/15/81, 15:14:155 
high-fiber 1/* 5/84, 18:1:201-205 (WYPA), 9/15/81 
15:15:225, 230 
for hemorrhoid management 3/15/81, 15:5:67 
for hemorrhoid prevention 9/30/81, 15:16:16, 26 
Patient Education Aid 9/30/81, 15:16:42-45 
for ulcer patient 9/30/81, 15:16:60-85 
and varicose veins 6/15/84, 18:11:16 (RR) 
for hypertension, vs drug therapy 9/30/80 
14:16:21-25 
for lactose intolerant patient 7/15/80 
14:13:155-160 
ipid abnormalities, managing 10/30/80 
14:18:33-38, 44, 48 
iow calcium 2/15/80, 14:3: 42-43 
low salt, for hypertension 2/28/83, 17:4:48; 9/30/82 
16:16:91 -92; 1/30/80, 14:2:117-121 
nypokaiemia incidence 4/30/82, 16:8:66 
Patient Education Aid, sodium and potassium 
content of foods 9/30/82, 16:16:94-100 
salt substitutes, as potassium supplements 
9/30/82, 16:16:82-84 
and migraine headaches 4/14/84, 18:7:151 (WYPA) 
and nutrition supplements 5/30/84, 18:10:66-124 
for Parkinson's disease 10/15/80. 14:17:77 
phenyipropanoiamine pills, satety of 7/15/84 
18:13:271-273 (PB) 
for prenatal nutrition 3/15/81, 15:5:20-60 
ethnic and religious restrictions 3/15/81, 15:5:57 
Patient Education Aids 3/15/81, 15:5:39-41 
for patient with chronic systemic disease 
3/15/81, 15:5:27 
vegetarian 3/15/81, 15:5:28 
see a/so Nutrition; Nutrition disorders 
disorders 


esophageal! dysfunction 8/15/81, 15:14:167-197 
causes of, carcinoma 8/15/81, 15:14:167-169 
mechanical obstruction 8/15/81, 15:14:169-173 
motility disorders 8/15/81, 15:14:173-183 
evaluation of 8/15/81, 15:14:178-183 
malabsorption, postgastrectomy 8/15/81 
15:14:135-163 
from bacterial overgrowth 1/30/83, 17:2:107-112 
8/15/81, 15:14:137-141 
Schilling, xylose tolerance, and breath tests for 
8/15/81, 15:14:138-141 
due to celiac sprue 1/30/83, 17:2:98, 124-129, 
8/15/81, 15:14:149-155 
due to fistulae 8/15/81, 15:14:141-148 
due to gastroileostomy 8/15/81, 15:14:148-149 
from pancreatic insufficiency 1/30/83, 17:2:98 
107-112 
see also Gastrointestinal disorders 


Digital subtraction onyoreery 

advantages of 9/15/83, 17:15:27 

alternatives to 9/15/83, 17:15:37-38 

Capsule Review—principles of 9/15/83 
17:15:16-17 

contraindications and risks 9/15/83, 17:15:24-25 

disadvantages and limitations 9/15/83, 17:15:27, 37 

image subtraction 9/15/83, 17:15:16, 18 

indications for 9/15/83, 17:15:18-22 

intra-arterial 9/15/83, 17:15:22 

Patient Education Aid 9/15/83, 17:15:31-32 





for congestive heart failure 11/15/80, 14:19:25-30 
39-48, 80-82 
and angina 11/15/80, 14:19:47-48 
contraindications 11/15/80, 14:19:46-47 
toxicity 11/15/80, 14:19:43-48 
and countershock for arrhythmia 2/15/83, 17:3:101 
interactions with other drugs 12/15/83, 17:21:32-36 
40-41, 46, 48 
for myocardial infarction, acute 11/15/82 
16:19:36-37 
for premature atrial contraction 2/15/83, 17:3:103 
toxicity, cognitive effects 6/30/81, 15:12:62-63 
for valvular heart disease, prophylaxis 4/15/81 
15:7:113-114 
Disabled, see Handicapped 
Disseminated intravascular coaguiation 
syndrome (DIC) 
acute and chronic 5/15/80, 14:9:120-131 
in cancer patient 3/30/80, 14:6:22 
Capsule Review 5/15/80, 14:9:121-122 
heparin therapy, risks 5/15/80, 14:9:131 
laboratory diagnosis 5/15/80, 14:9:127, 131 
Diuretics 
as cause of electrolyte imbalance 4/30/82 
16:8:62-95 
cause of hypokalemia 9/30/82, 16:16:63-69 
1/30/80, 14:2:121 
for congestive heart failure 11/15/80, 14:19:25-39 
78, 86 
loop 11/15/80, 14:19:37-39, 78 
potassium-sparing 11/15/80, 14:19:33-39, 78 
thiazides 11/15/80, 14:19:33-39, 80 
for geriatric patient 6/30/82, 16:12:32-39 
interactions with cardiovascular drugs 12/15/83 
17:21:40-41 
interactions with NSAIDs 12/15/83, 17:21:48-49 
potassium therapy 9/30/82, 16:16:63-100 
Capsule Review 9/30/82, 16:16:64-69 
Patient Education Aids, sodium and potassium 
content of food 9/30/82, 16:16:94-100 
side effects, smali bowel ulcerations 9/30/82 
16:16:85 
sparing agents 9/30/82, 16:16:71-80 
supplemental, chioride 9/30/82, 16:16:71-77, 81-84 
nonchioride 9/30/82, 16:16:84 
in UK, Overseas Observer 1/30/83, 17:2:152-157 
testing for congestive heart failure 10/15/80 
14:17:49 
thiazide, as cause of hypercaicemia 9/30/82 
16:16:86, 1/30/82, 16:2:46-47 
and decrease in sexuai function 9/30/82 
16:16:86 
for mild hypertension 8/15/83, 17:14:177-198 
see also Metabolic disorders, electrolyte 
imbalance 
Diverticulitis 
and GI bleeding 3/30/84, 18:6:99-101 
see a/so Gastrointestinal disorders 
ul 
as Cause of rectal bleeding 3/15/81, 15:5:93 
and polycystic renal disease 6/15/81, 15:11:119 
Dizziness 


physical causes of otologic neurologic, vestidular 
tests 7/15/81, 15:13:41-102 
FlowCharts 7/15/81, 15:13:50-51, 66-67, 82-83 
100-101 
treatment 7/15/81, 15:13:91-102 
Doctor-patient relations, see Physician-patient 
relations 


for volume depletion 7/15/83, 17:13:231-237 
"s sy 

and leukemia risk 2/15/82, 16:3:19-20 

2-D echocardiography of fetus 1/15/81, 15:1:31 
valvular replacement 4/15/81, 15:7:140 

see also Mental retardation 

Drug addiction, see Drug effects; Drugs, 
abuse 

Drug dependence, see Drug effects; Drugs, 
abuse 


acetaminophen and alcohol research 1/15/81 
15:1:165-166 

alkylating agents, and second malignancies 
5/30/82, 16:10:98 

amenorrhea/galactorrhea 9/15/82, 16:15:31 

aminoglycosides, ototoxicity 4/30/80, 14:8:145, 149 
153, 157 

amrinone, thrombocytopenia 3/30/81, 
15:6:92-93, 100 

amy! nitrate, sinusitis 10/30/80, 14:18:130 

anaphylaxis, treatment of 2/28/82, 16:4:155-170 

antacids, cimetidine 9/30/81. 15:16:63-68 
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Drug effects continued 
of antiarrhythmics 10/30/81, 15:18:100-132; see a/so 
Antiarrhythmics 
anticholinergics, toxic psychosis 10/15/80, 14:17:77, 
antidepressive agents, overdose 11/30/80. 
14:20:103-108 
tricyclic, abuse of 5/15#81, 15:9:58-59 
antihypertensives, as Cause of impotence 4/30/83, 
17:8:93 
as cause of insomnia 9/15/81, 15:15:257 
aqueous penicillin G. hyperkalemia 1/30/80, 
14:2:24, 69 
asthma, aspirin triad syndrome 8/15/81, 15:14:59-63 
from B-blockers 8/15/81, 15:14:59 
asthma-inducing agents 10/30/81, 15:18:72, 77 
B-biockers 10/30/81, 15:18:112-120 
of B-sympathomimetics 1/15/83, 17:1:110 
of bretylium tosylate 10/30/81, 15:18:120-121 
bronchodilators, summary table 3/30/83, 17:6:50-57 
cimetidine, and decrease of theophylline clearance 
3/30/83, 17:6:70 
caffeine, anxiety 9/15/81, 15:15:169, 257 
Captopril, adverse reactions 7/15/81, 15:13:30-35 
ee CNS and Gi effects 10/15/80 
14:17:89 
chemotherapy side ettects 3/30/80, 14:6:21-22 28 
ulcers or ileocecal syndrome 4/15/82. 16:7:166 
chloramphenicol, aplastic anemia 4/30/80 
14:8:17, 150 
of cimetidine 3/30/80, 14:6:111-112 
clofibrate, toxicity 10/30/80, 14:18:45 
cocaine 9/15/80, 14:15:151-153 
cause of endocarditis 9/30/80, 14:16:105, 113 
toxic psychosis 11/30/80, 14:20:90 
on cognitive function 6/30/81, 15:12:57-71 
corticosteroids 5/30/81, 15:10:69-101; 4/30/81 
15:8:27-36 
alteration of thyroid hormone levels 3/15/83 
17:5:37 
topical, skin atrophy, adrenal suppression, and 
tachyphylaxis 4/30/83, 17:8:37-42, 71, 77-82 
Cushing's syndrome 4/30/81, 15:86:68, 82 
dependence 4/30/81, 15:8:63, 85 
njection problems 4/30/81, 15:8:72-77 
cyclophosphamide, as spermatogenic inhibitor 
7/15/82, 16:13:173 
dactinomycin, and decreased risk of second 
neoplasms 7/15/82, 16:13:178 
DES, smail uterus 1/15/81, 15:1:90 
digitalis 10/30/81, 15:18:124 
arrhythmia due to toxicity of 1/30/80 
14:2:98-99, 121 
toxicity, due to hypokalemia 4/30/82, 16:8:80, 85 
of disopyramide phosphate 10/30/81, 15:18:110-112 
of diuretics, electrolyte imbalance 4/30/82. 
16:8:62-95 
of doxorubicin HCl, cardiac toxicity 5/30/82 
16:10:102-104 
on electrocardiogram 4/15/80, 14:7:84 
embryotoxic agemts 5/30/80, 14:10:68-70 
erythromycin, Gi distress 2/29/80, 14:4:47-48 
evaluation of, with PET scan 1/30/82, 16:2:80-85 
1/15/82, 16:1:195-198 
on fetus 5/30/80, 14.10:22-37, 68-111 
chart 5/30/80, 14:10:40-67 
iN geriatric patients 6/30/82, 16:12:14-62; 1/30/80 
14:2:80, 90, 95 
Grugs to avoid. or reduce dosage of 6/30/82 
16:12:17, 18 
interactions, common 6/30/82, 16:12:31 
toxicity 6/30/82, 16:12:14-15, 18-30 
heparin, thyroid hormone leveis 3/15/83, 17:5:37 
heparin-induced osteoporosis 7/15/80, 14:13:80 
heparin-induced thrombocytopenia 7/15/80 
14:13:74 
hydrocortisone, topical 1/15/81, 15:1:170-179 
hypercaicemia 1/30/82, 16:2:14, 43, 46-47 
hyperglycemia, steroid induced 3/15/80, 14:5:71 
hypnotics, and insomnia 8/15/80, 14:14:151 
157-160 
impotence 2/28/82, 16:4:89, 92-93, 132, 134-135 
of innalants, acquired immune deficiency syndrome 
1/15/83, 17:1:157 
ot Laetrile, cyanide poisoning 8/15/82, 16.14:186 
of lidocaine HC! 10/30/81, 15:18:122-123 
of lithium, hypothyroidism 3/15/83, 17:5:37 
2/15/80, 14:3:55 
malabsorption, due to antibiotics or cathartics 
10/15/81, 1§:17:132-141 
memory loss 5/15/80, 14:9:28-29, 63 
methadone, overdose, talcosis 2/15/81, 15:3:184 
methicillin sodium, renal toxicity 1/30/80, 14:2:43 
44,74 








methyidopa, cause of somnolence 5/30/83. 
17:10:167 

methysergide maleate, retroperitoneal fibrosis 
8/15/80, 14:14:28-34 

minoxidil, hypertrichosis in females 5/30/83, 
17:10:169 

monitoring 5/30/80, 14:10:107, 111 

neurobehavioral detects 5/30/80. 14:10:71-81 

nicotine, withdrawa! 8/15/80, 14:14:117-121 

oral anticoagulants, drug interactions 7/15/80, 
14:13:95 

oral contraceptives, as stroke risk factor 4/15/82 
16:7:21-22; see aiso Oral contraceptives 

of oral hypoglycemics 3/30/80, 14:6:92: 3/15/80. 
14:5:150-165 

UGDOP report 3/15/80, 14:5:151 

Parkinson's disease, psychotropic-induced 
5/30/82, 16:10:28, 30 

penicillin allergy 1/30/80, 14:2:65 

= therapy, bone disease 2/29/80, 
14:4 


of phenytoin sodium 10/30/81, 15:18:123-124 
photosensitivity reactions 6/15/82, 16:11:199-200, 
202-205, 208-209 
—*s, drugs, psychiatric symptoms 11/30/80 
14:20:77 
primaquine, due to G6PD deficiency 7/15/82, 
16:13:81, 106, 117 
of procainamide HC! 10/30/81, 15:18:107-110 
psychiatric 11/15/84, 18:19:124-153 
of PVB (cispiatin-vinbiastine-bieomycin) 
chemotherapy for testicular cancer, infertility 
5/30/83, 17:10:53 
of quinidine 10/30/81, 15:18:101-106 
quinine, blackwater fever 7/15/82, 16:13:101 
reserpine, depressogenic 9/15/81, 15:15:158-159 
somnolence 5/30/83, 17:10:167 
rifampin, hepatotoxicity 1/30/81, 15:2:114-115 
interactions with other drugs 1/30/81, 15:2:116 
sodium nitroprusside, organic psychosis in patient 
with renal insufficiency 5/30/83, 17:10:163 
tetracycline, on teeth and bones 12/15/80 
14:21:122, 2/29/80, 14:4:36, 38 
staphylococcal superinfection 2/29/80, 14.4:35, 42 
THC, maryuana, drug interactions 5/30/80 
14:10:117-120, 133 
during pregnancy 5/30/80. 14:10:94, 95 
of thionamides 4/15/83, 17:7:175 
tremor-inducing agents 11/30/81, 15:20:24-25, 27 
upper GI bieeding, cause 1/30/81, 15.2:28-36 
vasoconstrictors, analgesics, and rebound 
neadache 8/15/80, 14:14:16, 34, 59 
vasodilators 11/15/80, 14:19:56-57, 69, 82. 86 
headache cause 7/15/80, 14:13:125, 127 
of verapamil HC! 10/30/81, 15:18:121-122 
vertigo 5/30/81, 15:10:42 
xerostomia 2/29/84, 18:4:44-45, 64 
see aiso Drugs; Drug therapy; and specific drug or 
Orug category 
Drugs 


abuse, 
in adolescents, cholestasis caused by 2/29/80 
14467, 96 
clonidine HC! detoxification 2/15/81. 15.3:187-191 
cocaine 9/15/80, 14:15:136-154 
diagnosis 11/15/84, 18:19:144-153 
emergency care 5/15/81, 15.9:53-59 
as hepatic encephalopathy cause 2/29/80 
14:4:107, 120. 122, 135 
heroin 2/15/81, 15:3:182-191 
methadone mainiining 2/15/81, 15:3:184 
toxic psychosis 11/30/80, 14:20:62-66 
trends 2/15/81, 15:3:186 
action of, peak and duration 12/15/83, 17:21. 36-37 
FDA role and responsibilities, Jere E. Goyan 
interview 4/15/81, 15:7:148-162 
interactions 12/15/83, 17:21:28-57 
categories of 12/15/83, 17:21:28-30 
chart of 12/15/83, 17:21:28-29 
life-style considerations 12/15/83, 17:21.49-53 
management of 12/15/83, 17:21:'54-57 
patients at risk 12/15/83, 17:21.53-54 
and pharmacists 2/29/84, 18:4:15 (RR) 
vitamin and mineral supplements 9/30/84 
18:16 82-87 
see also Drug effects; Drug therapy; and spectic 
Orug or drug category 


for acne 8/15/83, 17:14°141-148; 2/29/80. 14:4:39 

for acute stress, tranquilizer indications and dosages 
7/15/83, 17:13:128, 130-138; 3/30/83, 17:6:79-124 

for allergic rhinitis, antitustamines, corticosteroids 
8/15/82, 16:14:122-126 

for angina pectoris 1/15/84, 18:1:23-63 





a enaing enzyme inhibitors 9/30/83, 
6:22-71 


antacids, see Antacids 

antiarrhythmics, see Antiarrhythmics 

antibiotics, see Antibiotics 

anticoagulants, see Anticoagulants 

anticonvulsants, see ay 

antidepressive agents, see Antidepr: oot. wg 
antinerpes agent, acyclovir W/ie/e 1 15:19:221, 225 
antihypertensives, see Antih 

anti-inflammatory agents. see Anti- ~afiamematery 


agents 
antilipidemics 10/30/80, 14:18:33-37, 43-54 
antinausea drugs 1/15/82, 16:1:67-75 
antiplatelet agents, for Mi and stroke prevention 
7/15/80; 14:13:87, 91 
antipsychotics, see Antipsychotics 
antithrombotic agents 7/15/80, 14:13:80 
for asthma, 
steroids 11/30/81, 15:20:59-60, 65; 11/15/81. 
15:19:115-139 
theophylline 11/15/81, 15:19:115-188 
B-biocking agents, see Antihypertensives; 
8-Blockers 
bronchodilators, see Bronchogilators 
caicium channel blockers, see Calcium channel 
blockers 
cancer pain 1/15/82, 16:1:75-81 
Cardiac, angiotensin inhibitors 1/15/81, 15:1:47 
for cardiogenic shock 7/15/83, 17:13:256-273 
Cardiovascular, in geriatric patient 1/30/80. 
14:2:98-130 
for hypertension 9/30/80, 14:16:17-46, 1/30/80. 
14:2:113-130 
cephalosporins, as antifungal agents 1/15/83, 
17:1:170 


chola 

14:1 

tor cluster headache prophylaxis 8/15/80, 14:14: 28, 
0-46 


ues, for gallbladder disease 9/15/80 
93, 103 


cocaine 9/15/80, 14:15.141 
for congestive heart failure, ambulatory care 
11/15/80, 14:19:14-65 
emergency care 11/15/80, 14°19:'67-86 
for convulsions, febrile 1/30/84, 18:2:102-107 
118-121 
for cystitis 2/29/84, 18:4:19-35 
for dermatitis, 
antibiotics 4/30/83, 17:8:43-53 
corticosteroids 4/30/83, 17:8:37-42, 71 
for diabetes insipidus 6/30/82, 16:12:126-131 
for diabetes mellitus, see Insulin 
diuretics as cause of electrolyte imbalance 4/30/82 
16:8:62-95, see a/so Diuretics 
for epilepsy 10/15/83, 17:17.107-149 
for facial pain 2/15/84, 18:3:124-126, 131-135 
for galistone dissolution, bile acids 9/15/80 
14:15.120-133 
for geriatric arthritis 2/15/80. 14:3:130, 134, 137 
tor geriatric patient 6/30/82, 16:12:14-62 
anticoagulants 6/30/82, 16:12:43-47 
antinypertensives 6/30/82, 16:12:39-40 
B-blocking agents 6/30/82, 16:12:39-40 
aspirin 6/30/82, 16:12:47-48 
cancer, pain relief 11/30/83, 17:20:125-130 
common drug interactions 6/30/82, 16:12:31 
compliance problems 6/30/82, 16:12:48-62 
Giuretic therapy 6/30/82. 16:12:32-39 
glycosides 6/30/82, 16:12:32-39 
prescription guidelines 6/30/82. 16:12:54-55 
psychoactive agents 2/28/83, 17:4:58-59 
6/39/82. 16:12:40-43 
toxicity 6/30/82, 16.12:14-15, 18-30 
for gonorrhea 10/30/80, 14:18:78-85 
tor Hemophilus vaginalis, metronidazole 10/30/80 
14:18:113 
for herpes keratitis, idoxuridine 11/15/81 
15:19:204-209 
for herpes simplex 
acyclovir 4/15/83, 17:7:47-48 
antivirals 1/15/81, 15:1:40-46 
for herpes zoster 10/15/83, 17:17:169-176 
for hirsutism, spironolactone 9/15/82. 16:15:30. 53 
tor histoplasmosis and other tungal infections. 
amphotericin B 8/15/82, 16:14:140-146, 149. 155 
hormones, see Hormones 
tor hyperactivity, amphetamines 3/30/82, 166.41 
for hypercaicerma, reducing bone resorption 
1/30/82. 16:2:25-37 
hypoglycemics 3/15/80, 14:5:150-165 
for infectious disease. see Penicillins 
inotropes, Cardiac, dobutamine 3/30/81. 15:6:69-100 
oral, amrinone 3/30/81, 15:6:88-93 
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Drug therapy continued 

interferon 1/15/82, 16:1:40-61 
for larynx tumors, pediatric 1/15/82, 16:1:56, 61 

for intermittent claudication 8/15/83, 17:14:128-129 

for intestinal worms 8/15/83, 17:14:263-270 

during lactation 6/30/80, 14:12:71-81 

lactulose, neomycin sulfate for coma 2/29/80 
14:4:122-127, 135 

malaria chemoprophylaxis 7/15/82, 16:13:73-86 
treatment 7/15/82, 16:13:101-125 

for malignant hypertension, see Antihypertensives 

for Mi 2/15/83, 17:3:91-131 
streptokinase 1/15/82, 16:1:148 
summary table 2/15/83, 17:3:102-105 
see also B-Blockers 

for migraine, ergotamine 8/15/80, 14:14:14-28 
prophylaxis 8/15/80, 14:14:28-36 

for motion sickness 3/30/80, 14:6:123-128 

for muscle tension headache, antidepressants 
8/15/80, 14:14:59 

for mycoplasmai pneumonia 2/29/80, 14:4:42 

narcotics 12/15/81, 15:21:15-53 

nonnarcotic anaigesics 1/15/81, 15:1:38 

for Norwalk virus infection, bismuth subsalicylate 
5/15/83, 17:9:91 

ophthalmologic agents 4/15/80, 14:7:46-49 

for osteoporosis, sodium fluoride 1/15/83, 17:1:97 

for otitis media 9/15/83, 17:15:108-115; 1/30/80 
14:2:53, 76 

for pain, chronic 3/15/84, 18:5:160-187 

for pain, narcotic agonists/ antagonists 1/15/81 
15:1:35-38 

for Parkinson's disease 10/15/80, 14:17:74-109 
levodopa as palliative 5/30/82, 16:10:35-39 

for peptic ulcer 9/30/81, 15:16:49-90 

for pneumonia 11/15/83, 17:19:72-81, 84-85 

during pregnancy 5/30/80, 14:10:23-26, 40-111 

for protozoal infections 8/15/83, 17:14:248-253 

for psychiatric emergency, psychotropics 11/30/80 
14:20:62-66 

psychotropics 1/15/82, 16:1:170-195, 201-206 
monitoring 1/15/82, 16:1:189-195 

with PET scan 1/15/82, 16:1:195-198 

for Raynaud's syndrome 11/30/83, 17:20:89-92 

for rhinitis 10/15/83, 17:17:189-195 

for salmonellosis, 5/15/83, 17:9:92, 95 

for schizophrenia 1/15/84, 18:1:99-109 

for shigellosis 5/15/83, 17:9:99, 103 

for status epilepticus 10/15/83, 17:17:154-160 

slow-channel blockers 1/15/81, 15:1:47-55 

for spasticity, baclofen and diazepam 5/30/82 
16:10:27 

for status asthmaticus, bronchodilators and 
steroids 1/30/82, 16:2:114-115 

steroids, mononucleosis 12/15/80, 14:21:80-81 
for splenomegaly 10/30/80, 14:18:65 

for surgical prophylaxis 2/29/80, 14:4:30, 47 

tamoxifen, for breast cancer 5/30/82, 16:10:90, 92-93 

for temporomandibular joint syndrome 1/15/84 
18:1:130-131, 145 

for thrombophlebitis 2/29/80, 14:4:29 

for thyroid storm 3/15/84, 18:5:191-201 

iodides 4/15/83, 17:7:190 

for thyroiditis 6/30/83, 17:12:131, 135-140, 143-144 

for thyrotoxicosis 

B-biockers 4/15/83, 17:7:185-189 
thionamides 4/15/83, 17:7:173 

for upper GI bleeding, antacids and cimetidine 
2/15/81, 15:3:57, 58, 62, 92 

for urinary tract infection 3/30/80, 14:6:71, 2/29/80 
14:4:48-55, 1/30/80, 14:2:47-49, 59, 63, 75-77 

for variceal bleeding, vasopressin 2/15/81 
15:3:85, 91 

for vasomotor flushes, clonidine HCI 1/15/83, 17:1:97 

vasopressors, Cardiac, dopamine 3/30/81 
15:6:70-72, 87-88, 99-100 

for venereal disé¢ase, aqueous procaine penicillin G 
10/30/80, 14:18:78-87, 103, 113 

vitamins, see Vitamins 

see also Chemotherapy; Drug effects; Drugs; and 
specific drug of drug Category 


cimetidine therapy 3/30/80, 14:6:111-112 


causes 9/15/82, 16:15:23-24, 48-57 

management, adolescent, FlowChart 9/15/82 
16:15:17 

role of prostaglandins 9/15/82, 16:15:23-24 


diagnosis 8/15/81, 15:14:167-197 
FlowChart 8/15/81, 15:14:176-177 


in chronic obstructive pulmonary disease 5/15/84 
18:9:131-135 
see also Pulmonary disorders 





Ear disorders 
aerotitis media 12/15/80, 14:21:48 
barotitis media, barosinusitis during air travel 
6/15/82, 16:11:25, 29, 32, 37 
in scuba diver 6/15/82, 16:11:126-127, 
130-137 
congenital 5/30/83, 17:10:123, 127 
as cause of dizziness 7/15/81, 15:13:44-55 
FlowChart 7/15/81, 15:13:66-67 
hearing impairments 9/15/83, 17:15:147-167 
irrigation, ear canal 11/15/84, 18:19°166 (RR); 
5/15/81, 15:9:118-122 
in otitis media 5/15/81, 15:9:118-120 
middie ear disease, cause of vertigo 5/30/81 
15:10:51 
Otitis externa 6/15/82, 16:11:116-117, 125-126; 
see also Otitis 
Otitis media, 
diagnosis 9/15/83, 17:15:94-106 
management 9/15/83, 17:15:108-143 
recurrent otitis media 12/15/80, 14:21:37, 38, 40 
adenoidectomy for 12/15/80, 14:21:91 
see also Otitis 
vestibular evaluation 7/15/81, 15:13:75-84, 87 
FlowChart 7/15/81, 15:13:100-101 
see also Hearing disorders 
E "s anomaly 
2-D echocardiography of fetus 1/15/81, 15:1:31 
Echocardiography 
for angina pectoris 9/15/83, 17:15:91 -92 
for congestive heart failure 11/15/80, 14:19:64-65 
for right ventricular infarct 3/30/83, 17:6:146, 148, 
162, 168 
two-dimensional 1/15/81, 15:1:30-31 
vs M-mode 2/28/81, 15:4:123 
Echogram, see Echocardiography; 
Ultrasonography 
. medical, see Costs of health care 
Education, medical, see Continuing education; 
Education, physician; Patient education; Patient 
—— Aids; Patient package inserts 


communication skills 3/30/83, 17:6:135-141, 
2/15/81, 15:3:221 

effects on, of reduced federal funding 11/15/81, 
15:19:100-105 

geriatric curriculum at Rutgers Medical School 
8/15/81, 288-289 

geriatric prescription reading list 6/30/82, 
16:12:53 

healer's role 2/15/81. 15:3:220-221 

marriage and sex counseling 2/28/83 
17:4:155-174 

patient education skills taught at Valley Medical 
Center of Fresno 6/30/84, 18:12:127-137 

for treating chronic disease 6/30/81, 15:12:39 

trends 1/15/81, 15:1:195 

see also Continuing education 

disorders 


w 
injury 4/15/81, 15:7:68-85 
anatomy of 4/15/81, 15:7:69 
FlowChart 4/15/81, 15:7:74-75 
lateral epicondylitis 4/15/81, 15:7:70, 83-84 
olecranon bursitis 4/15/81, 15:7:84-85 
Volkmann's contracture 4/15/81, 15:7:72,78 
self-help devices for limited reach 5/15/84 
18:9:162-202 


Electrocardiography 
for congestive heart failure, diagnosis 10/15/80, 
14:17:50, 65 
identifying premature beats 4/15/80, 14:7:98 
interpretation 10/15/82, 16:17:124; 
4/15/80, 14:7:89-103 
checklist 4/15/80, 14:7:96-97 
lead placement 4/15/80, 14:7:74-75, 79, 89 
technical errors 4/15/80, 14:7:74, 79, 83-95 
Electroconvulsive therapy, see Electroshock 
therapy 


Electr phalography 
brain electrical activity mapping 1/15/81, 15:1:61-66 
continuous videomonitoring 1/15/81, 15:1:60-64 
in convuisions, febrile 1/30/84, 18:2:110-114 
and sleep patterns 8/15/80, 14:14:122-126 
, see Hyperkalemia; 


balance 
Hypokalemia; Hyponatremia 


role in aneurysmectomy 4/30/81, 15:8:99 

selecting antiarrhythmic drugs 4/30/81, 15:8:98-99 

ventricular tachycardia as indication 4/30/81, 
15:8:93-107 





Electroshock therapy 
for suicidal patient 11/30/80, 14:20:66-67 
contraindications 11/30/80, 14:20:66 


Embolization 
for GI bleeding 3/30/84, 18:6:119-120 





Emergency care 
acute ulcer bleeding 9/30/81, 15:16:89-90 
addisonian crisis 9/15/84, 18:15:143-156 
anaphylaxis 2/28/82, 16:4:155-170 
asthma, acute, steroids for 11/30/81, 15:20:66-81 
automobile accidents, children in 12/15/84, 
18:21:82-93 
bleeding, upper Gi 2/15/81, 15:3:20-28, 73-78 
1/30/81, 15:2:17-28 
for burns 10/15/81, 15:17:13-15, 33-44, 72-76, 85 
caicium crises 7/15/84, 18:13:235-251 
cancer patient 2/15/83, 17:3:133-165 
chest trauma, corticosteroid use 6/15/83, 17:11:50, 
54-55 
gunshot or knife wounds, open chest 
massage 6/15/83, 17:11:57 
intubation indications 6/15/83, 17:11:46-48 
use of Ringer's lactate for resuscitation 6/15/83, 
17:11:46 
congestive heart failure 11/15/80, 14:19:67-86 
decompression sickness 6/15/82, 16:11:137-138 
diabetes 3/15/80, 14:5:100-117 
Patient Education Aid 3/15/80, 14:5:184-188 
patient identification, Medic-Alert 3/15/80, 14:5:212 
diabetic ketoacidosis 10/30/83, 17:18:23-45 
facial trauma 11/15/80, 14:19:118-123 
in freestanding emergency centers 10/30/82, 
16:18:109-115 
hand injuries 6/15/81, 15:11:30-89 
Hemophilus epigiottitis 10/30/83, 17:18:146-151 
in hospital 10/30/82, 16:18:59-62 
hyperosmolar coma 10/30/83, 17:18:49-65 
hypertension 5/30/83, 17:10°169, 172 
hypoglycemia 2/15/84, 18:3:177-197 
insect stings 7/15/82, 16:13:50-52, 57-59 
meningitis 5/30/83, 17:10:80; 5/15/81, 15:9:44-45 
migraine treatment 8/15/80, 14:14:27-28 
myasthenia gravis 5/15/81, 15:9:42 
myocardial infarction, acute 11/15/81, 15:19:27-85 
see also Myocardial infarction 
myxedema coma 4/15/84, 18:7:67-85 
near-drowning 6/15/82, 16:11:146-148, 155, 
163-166 
neurologic disorders, coma 5/15/81, 15:9:15-33 
drug overdose as cause 5/15/81, 15:9:53-59 
encephalopathy 5/15/81, 15:9:49, 52 
FiowChart 5/15/81, 15:9:26-27 
status epilepticus 5/15/81, 15:9:33-39 
neuromuscular diseases, 
Guillain-Barré syndrome 5/15/81, 15:9:40-42 
myasthenia gravis 5/15/81, 15:9:42 
rhabdomyolysis 5/15/81, 15:9:42-44 
pheochromocytoma 9/15/84, 18:15:156-161 
psychiatric diagnosis 11/30/80, 14:20:14-134 
rape victim 10/30/80, 14:18:131-143 
septic shock 6/15/83, 17:11:55-57 
antibiotic prophylaxis 6/15/83, 17:11:56-57 
cholangitis 10/15/80, 14:17:149 
nutritional support 6/15/83, 17:11:55-56 
sexual injury, homosexual 10/30/80 
14:18:126-143 
spinal cord compression 5/15/81, 15:9:48-49 
status asthmaticus 6/15/83, 17:11:61-88; 11/30/81, 
15:20:60, 65; 4/30/81, 15:8:47 
strokes 7/15/82, 16:13:135-155; 
5/15/81, 15:9:45-48 
cerebral hemorrhage 7/15/82, 16:13:145-154 
cranial arteritis 7/15/82, 16:13:154-155 
geriatric patient 7/15/82, 16:13:138-145 
thyroid storm 3/15/84, 18:5:191-201 
vision loss, sudden 5/15/81, 15:9:48; 4/15/80, 
14:7:64-69 
Emotional disorders, see Affective disturbances; 
Mental disorders; Psychoses 
ysema, see Bronchitis and emphysema, 
chronic; Pulmonary disorders 


emergency care 5/15/81, 15:9:44-45 

herpes s ..plex type 1 11/15/81, 15:19:200-227 
and memory loss 5/15/80, 14:9:24-25 
Endocarditis 


broad-spectrum penicillins for 1/30/80, 14:2:47-49, 
73,75 


FlowCharts, detecting 9/30/80, 14:16:106-107 
treating 9/30/80, 14:16:114-115 

fungal 9/30/80, 14:16:96, 116-126 

in geriatric patients 4/30/84, 18:8:147-150 

infective, diagnosis 9/30/80, 14:16:96-105 

Endocrine disorders 


calcium crises 7/15/84, 18:13:235-251 
Cushing's syndrome 3/15/80, 14:5:69 
corticosteroid effects 4/30/81, 15:°8:68, 82 
on HPA axis 4/30/81, 15:8:51, 55 
for replacement therapy 5/30/81, 15:10:70; 
4/30/81, 15:8:46, 56-59 
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diabetes mellitus 3/15/80, 14:5:16-63 
and pregnancy 3/30/80, 14:6:72-104 
diabetic ketoacidosis 10/30/83, 17:18:23-45 
growth hormone therapy 9/30/84, 18:16:18-39 
hyperosmolar coma 10/30/83, 17:18:49-65 
hypoglycemia, emergency treatment 2/15/84, 
18:3:177-197 
myxedema coma 4/15/84, 18:7:67-85 
psychiatric symptoms 7/15/84, 18:13:55-84 
thyroid storm 3/15/84, 18:5:191-201 
in tremor etiology, 
hypoglycemia 11/30/81, 15:20:24-25, 27, 30, 32 
pheochromocytoma 11/30/81, 15:20:32 
thyrotoxicosis 11/30/81, 15:20:24-25, 30 
see also specific disorder 
Endometriosis 


Asherman’s syndrome 9/15/82, 16:15:27 
diagnosis 9/15/82, 16:15:23-24 
. see Pelvic inflammatory disease 


Endoscopy 

for acute cholecystitis, ERCP 10/15/80, 
14:17:124-127 

for GI bleeding 2/29/84, 18:4:99-120 

Enemas 


barium, fur lower GI bleeding 3/15/81, 15:5:67 
in malabsorption diagnosis 8/15/81, 15:14:141-145 
for constipation, Patient Education Aids 3/30/80, 14, 
16, 129-138 
hydrocortisone retention 4/30/81, 15:38:83 
during pregnancy 3/15/81, 15:5:52 
, see Oxyuriasis 
Enuresis 


management 11/30/84, 18:20:54-81 
Environmental toxins 
effects on health 10/15/81, 15:17:193-195, 209 


Epididymitis _ 
management 5/30/83, 17:10:29 


antibiotic therapy 11/30/82, 16:20:42, 45-46 

diagnosis 11/30/82, 16:20:15-16, 23-24, 25, 28-30 

emergency care 11/30/82, 16:20:28-30, 32 

Hemophilus, diagnosis and treatment 10/30/83, 
17:18:146-151 

home care 11/30/82, 16:20:45-46 

see also Croup 


y 
Capsule Review, definition and etiology 7/15/83, 
17:13:22-23 
causes 7/15/83, 17:13:69-86 
in child, family problems 8/15/81, 15:14:199-235 
classification of 7/15/83, 17:13:21-52 
international revised 7/15/83, 17:13:62-66 
and convulsions, febrile 1/30/84, 18:2:110-114 
diagnosis 7/15/83, 17:13:21-52, 69-86 
emergency care 5/15/81, 15:9:33-39 
neonatal 5/15/81, 15:9:39 
family counseling 9/15/83, 17:15:171-172 
family history 7/15/83, 17:13:26 
laboratory tests 7/15/83, 17:13:85-86 
life-threatening conditions 7/15/83, 17:13:37-41 
living with 9/15/83, 17:15:171-181 
employment 9/15/83, 17:15:181 
exercise 9/15/83, 17:15:172-173, 181 
marriage and childbearing 9/15/83, 17:15:181 
monitoring with neurosurgical stereotaxic techniques 
1/30/83, 17:2:69 
Patient Education Aid 10/15/83, 17:17:137-138 
physical examination 7/15/83, 17:13:69-86 
cerebellar function 7/15/83, 17:13:84-85 
of children 7/15/83, 17:13:71-72 
cranial nerves 7/15/83, 17:13:77, 80 
eyes 7/15/83, 17:13:74-77 
motor system 7/15/83, 17:13:80-81 
sensation 7/15/83, 17:13:83 
pseudoseizures 7/15/83, 17:13:41, 44 
seizures 7/15/83, 17:13:21-24, 30-32, 37, 40, 45, 
48-50, 52 
Classification of 7/15/83, 17;13.62-64, 66 
generalized 7/15/83, 17:13:49-50, 52, 62-63 
absence 7/15/83, 17:13:52, 62 
atonic 7/15/83, 17:13:62-63 
myotonic 7/15/83, 17:13:63 
tonic-clonic 7/15/83, 17:13:50-52 
history of 7/15/83, 17:13:21, 24, 26 
management 10/15/83, 17:17:107-149 
anticonvulsant therapy 10/15/83, 17:17:107-149 
for absence seizures 10/15/83, 17:17:117-129 
drug chart 10/15/83, 17:17:140-149 
during pregnancy 10/15/83, 17:17:133, 140-141 
monitoring serum levels 10/15/83, 
17:17:132-133 
for partial seizures 10/15/83, 17:17:108-117 
for tonic-clonic, myoclonic, and atonic seizures 
10/15/83, 17:17:129 
surgery 10/15/83, 17:17:109 





partial 7/15/83, 17:13:45, 48-49 
Patient Education Aid—first aid for 9/15/83, 
17:15:176-177 
status epilepticus 10/15/83, 17:17:153-160 
emergency care 10/15/83, 17:17:153-154 
IV anticonvulsant therapy 10/15/83, 
17:17:154-160 
vertigo as symptom of 5/30/81, 15:10:47 


management 10/30/83, 17:18:111-117, 126-127 
anterior 10/30/83, 17:18:111-112 
FlowChart 10/30/83, 17:18:126-127 
posterior 10/30/83, 17:18:112-117 


Equipment 
A-scanner, ultrasonic 1/15/81, 15:1:122-124 
braces, for knee injury support 2/15/81, 
15:3:149-150 
catheter, Hickman intracardiac 5/30/82, 
16:10:133-155 
computer, for diagnosis and information retrieval 
1/15/81, 15:1:191 
in practice management 3/15/82, 16:5:200-227 
defibrillator, automatic 1/15/82, 16:1:155-159 
for home blood glucose monitoring 4/30/82, 
16:8:101 -106 
home monitors for infant apneas 6/30/84, 
18:12:56-85 
intra-aortic balloon pump 2/15/83, 17:3:127-131 
for laser surgery 1/15/82, 16:1:112, 123-124 
microscope, 
endothelial specular 1/15/81, 15:1:122 
office 5/30/84, 18:10:18-63 
portable resuscitative supplies, anaphylaxis 
emergency 2/28/82, 16:4:156-162 
respirators, volume-cycled vs pressure-cycled 
1/30/82, 16:2:142-143 
monitoring patient 1/30/82, 16:2:147 
sigmoidoscope, flexible fiberoptic 9/15/84, 
18:15:179-185 (PFYP); 5/15/84, 18:9:98-126 
advantages of 1/15/82, 16:1:37; 3/15/81, 
15:5:63 
spinal orthotics, weight transfer devices for OA 
patient 5/15/81, 15:9:111 
stapler, colorectal 1/15/81, 15:1:104-106 
telephone, office service 7/15/82, 16:13:270-277 
diseases 


Esophageal 
atresia, neonatal 4/30/83, 17:8:34 
of motility, in elderly 2/28/83, 17:4:39 
varices 2/15/81, 15:3:65-69, 85-92, 94 
FlowChart 2/15/81, 15:3:84 
McCray study 2/15/81, 15:3:38 
see also specific disorder 


effects on coronary disease, 1/15/83, 17:1:102 
in gallstone etiology 1/15/83, 17:1:102; 10/15/80, 
14:17:150-153 
as headache cause 7/15/80, 14:13:125 
and hyperlipidemia 10/30/80, 14:18:17, 38 
as MAO inhibitor 6/15/83, 17:11:96, 100 
for menstrual dysfunction 9/15/82, 16:15:23-24, 
27-28, 35, 38-44 
osteoporosis prevention 6/15/83, 17:11:103; 
1/15/83, 17:1:86-97; 9/15/82, 16:15:28; 2/15/80, 
14:3:153, 156 
during pregnancy 5/30/80, 14:10:59 
receptors, radioassay in breast tumor 10/15/82, 
16:17:201 -212; 3/30/82, 16:6:87-100 
replacement therapy 6/15/83, 17:11:101-103; 
9/15/82, 16:15:28 
contraindications 6/15/83, 17:11:104 
for dysuria during menopause 1/15/83, 17:1:95 
estrogen/ progestin cycle, prescribing 6/15/83, 
17:11:102 


and risk of endometrial cancer 6/15/83, 17:11:102; 


1/15/83, 17:1:95-97 
for vasomotor flushes, and insomnia 6/15/83, 
17:11:100 
Ethics 


interview with Joseph Fietcher 6/15/81, 
15:11:152-171 


Ethmoiditis 

diagnosis and management 12/15/80, 14:21:107, 
110-111 

as sinusitis complication 4/15/82, 16:7:107-111 
wing's sarcoma 

complications in treatment of 7/15/82, 
16:13:176-177 

surgical debulking for 4/15/82, 16:7:153 

Examinations, see Physical examination 


for ankle injury, flexion/abduction and weight 
3/15/81, 15:5:127, 130, 137 


asthma induced by 2/15/84, 18:3:143-147; 8/15/81, 


15:14:84 
benefits of 10/15/81, 15:17:185-188 





conditioning, 
for elderly 2/15/80, 14:3:142, 144, 148 
for winter sports 11/30/83, 17:20:148-180 
aerobic 11/30/83, 17:20:160-180 
strength 11/30/83, 17:20:159-160, 170-173 
stretching 11/30/83, 17:20:148-159 
during air travel, Patient Education Aid 
6/15/82, 16:11:50-51 
effect on fertility 1/15/83, 17:1:85-86 
elbow injury 4/15/81, 15:7:78-79 
tennis elbow 4/15/81, 15:7:83-84 
for finger injury 3/30/81, 15:6:129 
for geriatric patient 10/15/82, 16:17:67-114 
aerobic exercise, and oxygen transport 10/15/82, 
16:17:84-88 
lack of, hypokinetic disease 10/15/82, 16:17:80-82 
Patient Education Aid 10/15/82, 16:17:111-114 
women, benefits to 6/15/83, 17.11:104; 10/15/82, 
16:17:103-110 
and glucose regulation 3/15/80, 14:5:48-49 
for intermittent claudication 8/15/83, 17:14:126 
for joint pain 10/30/81, 15:18:44-45 
knee injury, isokinetic 2/15/81, 15:3:161-162 
weight 2/15/81, 15:3:163-165 
for muscle tension headaches 8/15/80, 14:14:57-59 
for osteoarthritic patient 5/15/81, 15:9:72-79, 92-99 
for Parkinson's disease 10/15/80, 14:17:108-109 
patient's attitude toward, and overdoing 7/15/82, 
16:13:292-296 
and pregnancy 11/30/84, 18:20:130 (WYPA) 
for rheumatoid arthritis 11/30/82, 16:20:71, 74, 
shoulder injury 4/15/81, 15:7:60 
starting 7/15/84, 18:13:259-262 (WYPA) 
for stress 7/15/83, 17:13:143-148 
for wrist injury 3/30/81, 15:6:112-117 


in asthma therapy 11/30/81, 15:20:81, 83 
for influenza symptoms 12/15/80, 14:21:122, 126 
Eye disorders 


Cataracts, corrective measures 1/15/81, 
15:1:112-124 

as cause of vertigo 5/30/81, 15:10:37 

chemical injury 4/15/80, 14:7:45, 50 

congenital 5/30/83, 17:10:121-122 

conjunctivitis 4/15/80, 14:7:20-25 
FlowChart 4/15/80, 14:7:44-45 

cornea, abrasion and injury 4/15/80, 14:7:40-45, 


ethmoiditis 12/15/80, 14:21:107, 110-111 

FiowChart, inflamed eye 4/15/80, 14:7:26-27 

glaucoma screening 9/15/84, 18:15:16-51 

due to Graves’ disease 4/15/83, 17:7:146, 151-155 

herpes zoster conjunctivitis 11/15/81, 
15:19:204-209, 220 

hyphema 4/15/80, 14:7:58-60 

iritis 4/15/80, 14:7:31-32 

keratitis, treatment with idoxuridine 11/15/81, 
15:19:200, 204-213 

metastasis, radiotherapy for 5/30/82, 16:10:128 

myopia, correction 1/15/81, 15:1:122, 125-128 

neurologic exam 9/30/83, 17:16:86-96, 106, 157, 160 

ophthalmologic exam 4/15/80, 14:7:16-20 

papilledemia 9/30/83, 17:16:94, 96, 106, 157, 160 

periorbital cellulitis 4/15/82, 16:7:107-111; 
12/15/80, 14:21:110 

red eye 11/15/84, 18:19:87-114 

retina, detached 4/15/80, 14:7:69 

retinoblastoma 2/15/82, 16:3:19, 62 

retinopathy, diabetic 4/15/80, 14:7:131, 133 
due to malignant hypertension 5/30/83, 

17:10:160-161 

strabismus and ambiyopia screening 10/15/84, 
18:17:21-52 

toxocaral chorioretinitis 3/30/81, 15:6:20 

tularemia, oculoglandular 3/30/81, 15:6:41 

ulcer of 4/15/80, 14:7:30-31 

vision loss, emergency care 5/15/81, 15:9:49 

visual evoked potential testing 1/15/81, 15:1:77 

see also specific disorder 


Facial neuralgia 
diagnosis and treatment 2/15/84, 18:3:104-135 
‘ainting, see Syncope 
Family 
chronic disease effects on 6/30/81, 15:12:18-53 
counseling, 
alcoholic patient, see Alcoholism, family treatment 
asthmatic child 11/30/81, 15:20:92-93 
cancer patient 3/30/80, 14:6:30-32 
diabetic 3/15/80, 14:5:168-204 
homosexual 9/30/80, 14:16:55-70 
Parkinson's disease 10/15/80, 14:17:108-109 
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Family counseling 
child abuse 6/15/83, 17:11:158-199 
risk factor 6/15/83, 17:11:160-162 
parent-child problems 4/30/83, 17:8:141-167 
Family physicians 
bonding with patients 11/15/82, 16:19:190, 194, 196 
203, 206-207 
transferring the bond 11/15/82, 16:19:203 
206-207 
Caring tor difficult patients 11/15/82 
1619-194. 196 
and continuing care 11/15/82, 16:19:188 
190, 194 
definition of 11/15/82, 16:19°'183-184, 186, 188 
hearing patient grievances 11/15/82. 16:19:196, 199 
patient advisory groups 11/15/82, 16:19:196 
199. 202 
informal 11/15/82. 16:19:199, 202 
patient-physician communication 11/15/82 
16:19:202-203 
public perception of 11/15/82, 16:19:184, 186 
referral services, improving 11/15/82 
16:19:207, 211 
| Family planning, see Contraception; 
Minilaparotomy, Sterilization; Vasectomy 
Family practice 
centers, as source of primary care 10/30/82 
16:18:15-21 
Family Member Visit Register, detecting iliness 
patterns 9/15/81, 15:15:132-133, 251 
” general practice, differences 5/15/82 
16 y 1 79 101 
and hospital privileges, Ogdensburg lawsuit 
2/15/82, 16:3:201-220 
marketing 11/15/82, 16:19:211-212 
consulting services 11/15/82, 16:19:219 
marriage counseling 3/15/83, 17:5:65-160; 2/28/83 
17:4:122-188 
physician education programs 2/28/83 
17°4:155-174 
yutlook for 1980s 1/15/80, 14:1:19-59 
patient education at Mansfield Family Practice 
6/15/84, 18:11:115-138 
patient education skills taught at Valley Medica 
Center of Fresno 6/30/84, 18:12:127-137 
periodic monitoring 5/15/82, 16:9:62-64 
primary care physician's role in 5/15/82 
16:9:23-80 
public acceptance 7/15/82, 16:13:279-285 
radio talk show, interview with Robert B. Litman, MD 
11/15/81, 15:19:232-255 
as source of primary care 10/30/82, 16:18:49-55 
specialty’s weaknesses 11/15/82, 16:19:212, 219 
yunseling 3/30/83, 17:6:127-141 
see also Primary care; Research, in family 
practice 
atigue 





stress 


stress-induced 9/15/81, 15:15:2 
Federal Trade Commission 
e amendment 7 
3:208-221 
Fees, see Costs of health care 
Felty’s syndrome, see Spleen disorders, 
hypersplenism 
etal i 


38-239 


amniocentesis 1/15/83, 17:1:105-107 

2-D echocardiography 1/15/81, 15:1:30-31 

neart rate and oxytocin challenge test 3/30/80 
14:6:94 . 

for intrauterine growth retardation 7/15/81 
15:13:146 

for maturity, lecithur sphingomyelin ratio 7/15/81 
15:13:180 

neural tube defects. MSAFP testing 1/15/81 
15:184-92 

nonst, ess test and contraction stress test 7/15/81 
15:13:158-159, 169, 172-173 

size, measurement techniques 3/15/81 
15:5:'58-60 

ultrasonography 3/15/84, 18:°5:67-93; 1/15/83 
17:1:105, 1/30/82, 16:2°66, 3/30/80, 14:6:93, 94 

see also Fetus 

Fetus 

aicohol syndrome (FAS) in 7/15/81, 15:13:169 
3/15/81, 15:5:51 
and cancer risk 2/15/82, 16:3:20 

blood disorders, DNA sequence analysis 1/15/83 
17:1:106-107 

drug effects on 5/30/80, 14:10:22-37, 68-111 
chart 5/30/80, 14:10:40-67 
warfarin sodium teratogenic 7/15/80, 14:13:80 

erythrobiastosis fetalis 2/15/81, 15:3:173 

ketosis, maternal, effects on 3/30/80, 14:6:74-82 

monitored with ultrasonography 3/30/80 
14:6:93-94, see also Fetal monitoring 








respiratory distress syndrome, L/S ratio 
as indicator of risk 7/15/81, 15:13:180 
steroid prophylaxis 1/15/83, 17:1:108-110 
surgery 1/15/83, 17:1:107-108 
see a/so Ultrasonography, in obstetrics and 
gynecology 
Fever 
febrile seizures 1/30/84, 18:2:101-121; 7/15/83 
17:13:32 
in thyroid storm 3/15/84, 18:5:192, 201 


Fibrositis 
diagnosis and treatment 10/30/81, 15:18:29-31 
associated 


diagnosis and treatment 8/15/82, 16:14:101-236 
see also Allergy: Fungal infections; Piants; Rhinitis 
FlowCharts 


acute myocardial infarction, initial treatment 
11/15/82, 16:19:24 
acute myocardial infarction, stabilizing the patient 
11/15/82, 16:19:58-59 
addisonian crisis, treatment 9/15/84, 18:15:155 
aggressive nutritional support 1/30/81, 15:2:74-75 
ambulatory aids, choosing 5/30/84, 18:10:143 
aneurysm, abdominal aortic, diagnosis 9/30/84 
18:16:51 
angina pectoris, tests for 9/15/83, 17:15:86-87 
ankle injury, management 3/15/81, 15:5:132-133 
artificial respiration 6/15/82, 16:11:173 
asthma, differential diagnosis 8/15/81, 15:14:68-69 
asthma, moderate, treating adult 10/15/81 
15:19:162-163 
breast lump evaluation 3/15/82, 16:5:118-119 
caiciurn channel blockers for atrial tachycardia in 
patient with left ventricular dysfunction 9/15/84 
18:15:75 
captopril, initiating therapy 9/30/83, 17:16:46-47 
carpal tunnel syndrome 3/30/81, 15:6:136-137 
chronic obstructive pulmonary disease 7/15/84 
18:13:222-223; 5/15/84, 18:9:140 
Colitis, diagnosis 6/15/80, 14:11:58-59 
colorectal cancer screening 3/30/84, 18:6:92 
coma, emergency assessment 5/15/81, 15:9:26-27 
common cold, differential diagnosis 11/15/83 
17:19:27 
congestive heart failure 10/15/80, 14:17:60-61 
congestive heart failure, ambulatory care 11/15/80. 
14:19:28-29 
congestive heart failure, vasodilators 11/15/80. 
14:19:52 
conjunctivitis 4/15/80, 14:7:44-45 
constipation 2/29/84, 18:4:141 
convuisions, febrile, first aid for 1/30/84, 18:2:104 
deep wounds, first aid 6/15/82, 16:11:110-111 
diabetes, ketoacidosis 3/15/80, 14:5:116-117 
diabetic pregnancy, management 3/30/80, 
14:6:100-101 
diarrhea, chronic, nonbloody 6/15/80, 14:11:68-69 
diarrhea, infectious 3/15/81, 15:5:158-159 
dizziness 
advanced workup, inner ear 7/15/81, 15:13:100-101 
initial workup 7/15/81, 15:13:50-51 
middie ear 7/15/81, 15:13:66-67 
neurologic 7/15/81, 15:13:62-83 
drowning, respiration 6/15/82, 16:11:174-175 
duodenal ulcer, managing 2/15/81, 15:3:64 
dysfunctional uterine bleeding 
in adolescent 9/15/82, 16:15:39 
in adult 9/15/82, 16:15:42-43 
dysphagia, evaluation 8/15/81, 15:14:176-177 
dysuria, difficult urination 2/15/80, 14:3:160 
164-165 
elbow injury 4/15/81, 15:7:74-75 
endocarditis, detecting 9/30/80, 14:16:106-107 
endocarditis, treating 9/30/80, 14:16:114-115 
epistaxis management 10/30/83, 17:18:126-127 
esophageal varices, managing 2/15/81, 15:3:84 
eye, inflamed 4/15/80, 14:7:26-27 
frostbite, initial hospital treatment 11/15/83 
17:19:104 
gastric ulcer, managing 2/15/81, 15:3:80 
genital lesions, geriatric 2/15/80, 14:3:172, 176-177 
GI bleeding, severe 2/15/81, 15:3:42-43 
headache, cluster, treating 8/15/80, 14:14:48-49 
headache, diagnosis 7/15/80, 14:13:130-131 
headache, migraine, treating 8/15/80, 14:14:52 
headache, muscle contraction 8/15/80, 14:14:52 
heat exhaustion 6/15/82, 16:11:193 
heatstroke 6/15/82, 16:11:194 
hypertension, mild 8/15/83, 17:14:184-185 
hyperthyroidism, testing for 2/15/80, 14:3:54 
hypoglycerna, 
emergency treatment 2/15/84, 18:3:182-183 
in the nondiabetic 10/15/83, 17:17:77-78 
hypothermia, hospital treatment 11/15/83, 
17:19:144-145 





hypothyroidism, testing for 2/15/80, 14:3:66 
hypothyroidism, testing, and treating in adult 
3/15/83, 17:5:42-43 
hysterectomy, abdominal vs vaginal 6/15/80 
14:11:33 
influenza, treating 12/15/80, 14:21:120-121 
jaundice, surgical indications 2/29/80, 14:4:78-79 
joint pain, cause of 2/28/81, 15:4:78-79 
knee injury 2/15/81, 15:3:156-157 
lower GI! bieeding, 
diagnosis 3/15/81, 15:5:82-83 
persistent 3/15/81, 15:5:104 
malabsorption, causes of 10/15/81, 15:17°146-147 
marine animal wounds 6/15/82, 16:11:108 
minor cuts, first aid 6/15/82, 16:11:109 
myxedema coma 4/15/84, 18:7:80-81 
neonatal examination 4/30/83, 17:8:24-25 
osteoarthritis 
drug therapy 5/30/81, 15:10:116-117 
with impaired gait, managing 5/15/81 
15:9:106-107 
Otitis media, management 9/15/83 
17:15:132-133 
pancreatitis, diagnosis 8/15/84, 18:14:122-123 
Patient Care editorial process 8/15/84 
18:14:10-11 
penicillin allergy 4/30/84, 18:8:28-29 
pharyngitis, treating 12/15/80, 14:21:86-87 
pneumonia, treating 12/15/80, 14:21:136-137 
protozoal infections 8/15/83, 17:14:246 
pruritus, treatment 10/15/84, 18:17:114-115 
rabies prevention 3/30/81, 15:6:54-55 
renal colic from urinary calculi, management 
11/15/84, 18:19:54-55 
scalp disease, noninfectious 5/15/80 
14:9:80-81 
scrotal swelling, elderly 2/15/80, 14:3:172-173 
shouider injury 4/15/81, 15:7:58-59 
sinusitis 
causes 4/15/82, 16:7:96-97 
treating 4/15/82, 16:7:98-99; 12/15/80 
14:21:106-107 
solitary pulmonary nodules, evaluation 11/15/82 
16:19:148 
steatorrhea, causes of 10/15/81, 15:17:176-177 
sterilization, female, choosing procedure 5/15/83 
17:9:142 
for stroke management 7/15/82, 16:13:164-165 
thumb injury, adult 3/30/81, 15:6:128-129 
TPN 1/30/81, 15:2:°80-81 
upper GI bleeding 1/30/81, 15:2°32-33 
urinary incontinence in elderly 2/15/80 
14:3:169-171 
UTI 
managing first 2/28/81, 15:4:134-135 
recurrent 
differential diagnosis 3/30/84, 18:6:180-181 
treating 3/30/84, 18:6:184-185 
vaginitis, causes 4/30/82, 16:8:38-39 
valvular heart disease, diagnosis 2/28/81 
15:4:102-103 
varicose veins 
treating 3/30/84, 18:6:74-75 
valvular competence 3/30/84, 18:6:42 
wrist injury, adult 3/30/81, 15:6:116-117 
xerostomia, diagnosis and treatment 2/29/84 
18:4:60-61 
F 


olliculitis 

from hot tubs 9/15/83, 17:15:186 (PB) 

Food and Administration (FDA) 

allergenic extracts, regulation issues 8/15/81 
15:14:258-268 

role in drug monitoring, Jere E. Goyan interview 
4/15/81, 15:7:148-162 

Foot 

congenital disorders 5/30/83, 17:10:100 

Foot care 

for diabetics, Patient Education Aid 4/15/80 
14:7:116-117 

Foot casts, see Foot, congenital disorders 

Foot splints, see Foot, congenital disorders 

Fractures 

of ankle 3/15/81, 15:5:112-118 

of clavicle 4/15/81, 15:7:63-67 

finger 3/30/81, 15:6:117-134 

of hand 6/15/81, 15:11:81, 84-85 

of jaw 11/15/80, 14:19:118-123 

of lower extremity 11/15/83, 17:19:204-207 

of nose 10/30/83, 17:18:125-127 

osteochondral 2/15/81, 15:3:106 

sepsis prevention, antibiotics 6/15/83, 
17:11:56-57 

of shoulder, X-ray 4/15/81, 15:7:45 

wrist 3/30/81, 15:6:102-112 

see also Casting technique 
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Deconamine SR 
CAPSULES (chiorpheniramine maleate/d-pseudoephedrine HC!) 


Before prescribing, please see full prescribing information. A brief 
summary follows. 
Description: Each sustained release. blue and yellow capsule 
contains 
chlor phenwamune maleate 8mg 
d-pseudoephedrine hydrochloride 120 mg 
The capsules are designed to provide prolonged release of 
medication 
Pharmacology: Chior pheniramine maleate antagonizes the 
physiological action of histamine by acting as an H, receptor 
blocking agent 
Pseudoephedrine is ar orally active sympathorumetic amine and 
exerts a decongestant action on the nasal mucosa. It does this by 
vasoconstriction which results in reduction of tissue hyperemia 
edema. nasal congestion and an increase in nasal airway patency 
The vasoconstriction action of pseudoephedrine is simular to that of 
ephedrine in the usual dose it has minimai vasopressor effects. 
indications: For relief of nasal congestion associated with the 
common cold. hay fever and other atlergies, sinusitis, eustachian 
tube blockage. and vasomotor and allergic rhinitis. 
Contraindications: Patients with severe hypertension, severe 
coronary artery disease and patients on MAO inhibitor therapy 
Deconamine is also contraindicated in patients sensitive to 
antitistamunes or sympathomimetic agents 
Chiorpheniramine maleate should be used with extreme 
Caution in patients with narrow angle glaucoma: stenosing peptic 
ulcer: pyloroduodenal obstruction; symptomatic prostatic 
hvper trophy. or bladder neck obstruction Due to its mild atropine 
uke action, chiorpheniramine maleate should be used Cautiously in 
patients with bronchial asthma 
Sympathomimetic amines should be used with caution in patients 
with hypertension, ischemic heart disease, diabetes mellitus. 
increased intraocular pressure, hyperthyroidism and prostatic 
hypertrophy Sympathormmetics may produce central nervous 
system stimulation with convulsions or Cardiovascular coliapse 
with accompanying hypotension 
Precautions: /nformation for patients. Antitustamines may impair 
mental and physical abilities required for the performance of 
potentially hazardous tasks. such as driving a veh.cie or operating 
machinery. Patients should also be warned about possible additive 
effects with alcohol and other central nervous system depressants 
(hypnotics, sedatives, tranquilizers) 
Drug interactions: Pseudoephedrine - containing drugs should not be 
given to patients treated with monoamine oxidase (MAO) inhibitors 
because of the possibility of precipitating a hypertensive crisis 
MAO inhibitors also prolong and intensify the anticholinergic effects 
of antihistamines. Sympathomimetics may reduce the antinyper 
tensive effect of methyldopa. reserpine, veratrum alkaloids 
and mecamylamine 
Alcohol and other sedative drugs will potentiate the sedative effects 
of chlorpheniramine. 
Care should be taken in adrmunistering Deconamine concomitantly 
with other sympathomimetic amines, since their combined effects 
on the cardiovascular system may be harmful to the patient 
Pregnancy: Pregnancy. Galegory Animal reproduction studies 
have not been conductec with Deconamune It is also not known 
whether Deconamine can cause fetal harm when admunusterec to a 
pregnant woman or can affect reproduction capacity. Deconamine 
should be given to a pregnant woman only if clearly needed 
Nursing Mothers. Due to the possible passage of pseudoephedrine 
and chiorpheniramine into breast milk and because of the higher 
than usual risk for infants from sympathormumetic amines and anti- 
histamunes, the benefit to the mother vs. the potential risk should be 
considered and a decision should be made whether to discontinue 
nursing or to discontinue the drug 
Pediatric Use: Deconamne capsules or tablets should not be given 
to children under 12 years of age 
Adverse Reactions: Chiorpheniramine maleate Slight to moderate 
drowsiness may occur and is the most frequent side effect 
Other possible side effects of antihistamines in general include: 
General urticaria, drug rash. anaphylactic shock, photosensitivity, 
excessive perspiration, chills, dryness of mouth, nose and throat 
Cardiovascular: hypotension, headache. palpitation. tachycardia 
extrasystoles 
Hematological hemolytic anermia, thrombocytopenia, agranulocytosis. 
ONS: sedation, dizziness. disturbed coordination, fatigue, confusion 
restlessness, excitation, nervousness, tremor, irritability, insomnia 
euphoria, paresthesia, blurred vision, diplopia, vertigo. tinnitus 
hysteria. neuritis. convulsion 
Gastromtestnal: epigastric distress. anorexia, nausea. vomiting. 
diarrhea. constipation 
Genitourinary: urinary frequency, difficult urination, urinary 
retention, early menses. 
Resprratory: ttuckening of bronchial secretions. tightness of chest 
wheezing and nasal stuffiness 
ine hydrochloride: Pseudoephedrine may cause mild 
central nervous System stimulation especially in those patients 
who are hypersensitive to sympathomimetic drugs. Nervousness 
excitability, 1 dizziness, weak and insomnia may 
also occur. Headache and drowsiness have also been reported 
Large doses may cause lightheadedness, nausea and/or vomiting 
Sympathomumetic drugs have also been associated with certain 
untoward reactions including fear, anxiety, tenseness. restlessness. 
tremor. weakness, pallor. po pro Gifficulty. dysuria, soma 
hallucination, convulsion depression, arrhythmias and 
Cardiovascular collapse with hypotension 
Acute overdosage may produce clinical signs of CNS 
stimulation and variable cardiovascular effects Pressor amines 
should be used with great caution in the presence of pseudo- 
ephedrine. Patients with signs of stimulation should be treated 
conservatively 





Dosage and Administration: Adults and chuidren over 12 years. 
one capsule every 12 hours Chadren under 12 years. Deconamune 
Elna or Syrup ts recommended. 

Caution: Federal iaw prohibits dispensing without prescription 
Deconamine* SR Capsules are manufactured for 








Frostbite 
diagnosis and management 11/15/83, 17:19:90-115 
after thawing 11/15/83, 17:19:105-110 
complications 11/15/83, 17:19110, 115 
etiology 11/15/83, 17:19:91 
first aid for 11/15/83, 17:19:97-101 
hospitai treatment 11/15/83, 17.19:101-105 
FlowChart 11/15/83, 17:19:104 
Patient Education Aid, prevention of 11/15/83 
17:19:111-112 
symptoms 11/15/83, 17:19:90-97 
and osteoarthritic degeneration 2/28/81 
15:4:37-38 
Functional bowel complaints, see Irritable bowel 
syndrome 
Fundus, see Eye disorders; Ophthalmoscopy 
Fu infections 
antifungal agents 4/15/83, 17:7:35-37; 1/15/83, 
17:1:170 
blastomycosis 8/15/82, 16:14:159-161 
laboratory tests, culture 8/15/82, 16:14:160 
treatment, amphotericin B 8/15/82, 16:14:161 
Candida, rising incidence 1/15/83, 17:1:169 
coccidiodomycosis 8/15/82, 16:14:155-158 
desert soil agent 8/15/82, 16:14:155 
laboratory tests, complement fixation test 8/15/82 
16:14:156-158 
treatment, amphotericin B 8/15/82, 16:14:158 
cryptococcosis 8/15/82, 16:14:146 
laboratory tests 8/15/82, 16:14:148-149 
treating, amphotericin B 8/15/82, 16:14:149, 155 
histoplasmosis 8/15/82, 16:14:129-146 
diagnosis, X-ray, tests 8/15/82, 16:14:131-140 
fungal culture 8/15/82, 16:14:135-140 
treatment, amphotericin B 8/15/82, 16:14:140-146 
hydrocortisone effects 1/15/81, 15°1:171 
scalp 5/15/80, 14:9:69-70, 85 
sinusitis 4/15/82, 16:7:76, 82 
sporotrichosis as Cause of nonhealing skin ulcers 
9/30/83, 17:16:194-195 
vaginitis, diagnosis 4/15/83, 17:7:31-35; 4/30/82, 
16:8:15-22 
see also Mycoses 


Gait 
balance, Romberg test 7/15/81, 15:13:62 
and dizziness in elderly 7/15/81, 15:13:64 
effects on, of osteoarthritis 2/28/81, 15:4:51, 54 
management, FlowChart 5/15/81, 15:9:106-107 
mpaired, apraxia 5/30/81, 15:10:61 
astasia-abasia 5/30/81, 15:10:61 
cerebellar lesion 5/30/81, 15:10:61 
Parkinson's disease 5/30/81, 15:10:61 
Trendeienburg, in OA patient 5/15/81, 15:9:96 
see also Motor system disorders 
Galact 


neonatal 5/30/83, 17:10:152 
Gallbladder disease 


imaging modalities 2/15/84, 18:3:19-26 
= also Biliary tract disease; Cholecystitis 


s 
as Complication of gallbladder disease 10/15/80 
14:17:145-149 
Gamma globulin 
hepatitis prophylaxis and therapy 10/30/80, 
14:18:91 
lion disorders 
diagnosis and management 3/30/81, 15:6:134 
treatment 3/30/81, 15:6:134 
astric intubation 
Procedures for Your Practice— 
emergency 12/15/83, 17:21:139-143 
Gastroenteritis, see Gastrointestinal disorders 
refiu 


x 
and apnea, infant 6/15/84, 18:11:23-32 
as asthma trigger 8/15/81, 15:14:66-67 
as cause of dysphagia 8/15/81, 15:14:169-189 
and sudden intant death syndrome 3/15/84 
18:5:25-29 
Gastrointestinal disorders 
abdomen, acute, diagnosis 6/30/84, 18:12:18-54 
air travel problems 6/15/82, 16:11:37 
angiodysplasia 2/28/83, 17:4:35 
bleeding, lower Gi 3/15/81, 15:5:62-106 
diagnosis 3/30/84, 18:6:76-117 
angiography 3/15/81, 15:5:86-93 
anoscopy 3/15/81, 15:5:62 
barium enema 3/15/81, 15:5:67, 70, 76-77, 91 
colonoscopy 3/15/81, 15:5:78-84 
FlowChart 3/15/81, 15:5:°82-83, 104 
sigmoidoscopy 3/15/81, 15:5:62-106 
management 3/30/84, 18:6:118-133 
polyps, as cause of 3/15/81, 15:5:72-84 





— aed GI 2/15/81, 15:3:20-94; 1/30/81, 
15:2:12 
panini 1/90/81 15:2:12, 28 
drug induced 1/%)/81, 15:2:28-36 
medical conditions 1/30/81, 5:2:36-46 
diagnosis 2/29/84, 18:4:80-127 
angiography 2/15/81, 15:3:43, 44, 69-73, 78, 81 
differential 1/30/81, 15:2:46-49 
endoscopy 2/15/81, 15:3:30-57, 69-73, 91 
upper GI series, X-ray 2/15/81, 15:3:43, 51-52 
management 3/15/84, 18:5:44-63 
emergency care 2/15/81, 15:3:20-28, 73-78 
FlowChart 2/15/81, 15:3:42-43; 1/30/81, 
15:2:32-33 
lab tests 2/15/81, 15:3:29-30 
treating duodenal ulcer 2/15/81, 15:3:58-62, 94 
esophageal varices 2/15/81, 15:3:65-69, 94 
FlowChart 2/15/81, 15:3:64 
gastric ulcer 2/15/81, 15:3:62-64 
gastritis 2/15/81, 15:3:57-58, 81 
from varices, McCray study 2/15/81, 15:3:38 
with chronic renal disease 6/15/81 
15:11:139-140 
colitis 6/15/80, 14:11:38-81; 4/30/80, 
14:8:50-107 
colonoscopy 6/15/80, 14:11:39, 76-81 
as Cystic fibrosis symptom, malabsorption 
syndrome 2/28/82, 16:4:18. 46 
meconium ileus 2/28/82, 16:4:19, 46-48 
pancreatic insufficiency 2/28/82, 16:4:18 
diarrhea, infectious 5/15/83, 17:9:79-126; 3/15/81, 
15:5:149-175 
turista, prophylaxis 3/15/81, 15:5:167, 170, 175, 
see also Diarrhea 
duodenal ulcer, diagnosis and management 
3/30/80, 14:6:111-112; see a/so Ulcers 
FlowChart 2/15/81, 15:3:64 
gastroenteritis 5/15/83, 17:9:79-126 
Campylobacter intection 5/15/83, 17:9:107, 112 
characteristics and treatment, chart 5/15/83, 
17:9:108-111 
Escherichia coli intection 5/15/83. 
7:9:103-107 
laboratory tests 5/15/83, 17:9:81, 84-85, 88 
salmonellosis 5/15/83, 17:9:80, 91-92, 95 
shigellosis 5/15/83, 17:9:95, 99, 103 
stool specimens 5/30/84, 18:10:55-59 
therapy, rehydration 5/15/83, 17:9:88 
viral vs bacterial 5/15/83, 17:9:79-81 
Yersinia intection 5/15/83, 17:9:112, 114-115 
in geriatric patient 2/15/80, 14:3:94-110 
infection 4/30/84, 18:8:140-147 
inflammatory bowel disease 6/15/80, 14:11:38-81; 
4/30/80, 14:8:50-107 
intestinal parasites 8/15/83, 17:14:224-253, 
257-281; 4/30/80, 14:8:60-61, 83 
in homosexual 10/30/80, 14:18:98-108 
intestinal obstruction 10/15/84, 18:17:72-84 
intestinal polyps 9/15/81, 15:15:229-230 
irritable bowel syndrome 6/15/80, 14:11:38-81; 
4/30/80, 14:8:50-107 
lactose intolerance, Capsule Review 7/15/80, 
14:13:136-137 
diagnosis 7/15/80, 14:13:136-155 
management 7/15/80, 14:13:155-160 
malabsorption, see Malabsorption 
and menstrual cycle 9/15/81, 15:15:217 
mucosal disease 10/15/81, 15:17:156-161 
proctitis 4/30/80, 14:8:90-91, 106-107 
salmonellosis, from pets 3/30/81, 15:6:23, 62 
sigmoidoscopy 5/15/84, 18:9:98-126 
stress-related 9/15/81, 15:15:60-61, 196-235 
excessive colonic motility 9/15/81, 15:15:230 
laboratory tests, organic vs functional diagnosis 
9/15/81, 15:15:201-214 
tularemia 3/30/81, 15:6:41 
see also specific disorder 
Genetics 


disorders, 

atransferrinemia, screening 9/30/82, 16:16:104, 
119-122, 129, 133 

cystic fibrosis 2/28/82, 16:4:18, 26 

cystine stone disease 2/15/80, 14:3:34-35 

essential tremor 11/30/81, 15:20:27, 30, 36-39 

Gilbert's syndrome, hyperbilirubinemia 2/29/80, 
14:4:70, 75, 96 

hemorrhagic telangiectasia 1/30/81, 15:2:38, 46 

Huntington's chorea 5/15/80, 14:9:40-45, 65 

Peutz-Jeghers syndrome, with upper GI bleeding 
1/30/81, 15:2:38 

Rendu-Osler-Weber syndrome, with upper GI 
bleeding 1/30/81, 15:2:36, 46 

Wilson's disease 11/30/81, 15:20:35-36, 39; 
5/15/80, 14:9:29, 33, 45-58, 63 
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factors 
n anxiety 9/15/81, 15:15:171 
n asthma 8/15/81, 15:14:47-52 
in autism 4/15/81, 15:7:21 
in cancer 2/15/82, 16:3:60, 62 
n diabetes 3/15/82, 16:5:155, 162 
3/15/80, 14:5°58-59, 65, 191 
n drug reactions to primaquine, G6PD deficiency 
7/15/82. 16:13:81, 106, 117 
n farmlial hypocaiciuric hypercaicema 
1/30/82, 16:2:42 
in hypercholesterolemia 10/30/80, 14:18:18, 26, 44 
n learning disabilities 3/30/82, 16:6:18 
n osteoarthritis 2/28/81, 15:4:28, 33, 37 
nm second neoplasms 7/15/82, 16:13:177-178 
n spondylolysis 1/30/83, 17:2:74 
n stress-related iliness 9/15/81, 15:15:176 
n valvular heart disease 6/15/81, 15:11:116-117 
n Wernicke-Korsakoff syndrome 5/15/83 
17:9:34 
fetal susceptibility, drug effects 5/30/80, 14:10:82 
Genitourinary problems, see Kidney disorders; 
Urologic disorders 
Geriatrics 
tress, antidepressants for 3/30/83, 17:6:115 
tranquilizer therapy 3/30/83, 17:6:97 
ageism,” and health care 2/28/83, 17:4:27-34 
age-related disease 2/28/83, 17:4:34-72 
carbohydrate intolerance 2/28/83. 17:4:43-114 
cognitive impairment 2/28/83. 17:4:48-59 
glucose intolerance 2/28/83, 17:4.42-43 
hypertension 2/28/83, 17:4:44-48 
nonspecific symptoms 2/28/83, 17:4:34-35 
allied health personnel 1/15/81, 15:1:212-213 
Alzheimer's disease 7/15/82, 16:13:163 
arteritis, giant cell 9/15/84, 18:15:129-140 
chronic iliness, care giving 9/30/81, 15:16:122-123 
connective tissue disease 2/15/80, 14:3:126-158 
decubitus ulcers 9/15/82, 16:15:58-89 
1/30/80, 14:2:81 -85 
Jementia 6/15/80. 14:11:82-100: see a/so 
Dementia 
depression 1/30/80, 14:2:°85-95 
vs senile dementia 11/30/81, 15:20:115-117 
diabetes 2/15/80, 14:3:104-110 
drug compliance problems 1/30/80, 14:2:125-130 
drug therapy, guidelines 6/30/82, 16:12:54-55 
see also Drug therapy, for geriatric patient 
elderly population in U.S. 10/15/83, 17:17:26-27 
elective surgery 1/30/80, 14:2:80-85 
exercise, effects 10/15/82, 16:17:67-114 
Patient Education Aid 10/15/82, 16:17:111-114 
program, in connective tissue disease 
2/15/80, 14:3:141-148 
Patient Education Aid 1/30/80, 14:2:91 
fractures 2/15/80, 14:3:156-157 
gastrointestinal problems 2/15/80, 14:3:94-110 
genitourinary problems 2/15/80, 14:3:113-124 
health care trends 1/15/81, 15:1:212-216 
hypertension 1/30/80, 14:2:98-130 
nfection 4/30/84, 18:8:132-150; 4/15/84 
18:7:116-139; 2/15/80, 14:3:110-113, 119-124 
FlowCharts 2/15/80, 14:3:160-161, 164-165 
169-173, 176-177 
nsomnia, age-related 8/15/80, 14:14:147-151 
ower GI bleeding, causes 3/15/81, 15:5:72 
diverticular lesions 3/15/81, 15:5:93 
medication guidelines, Patient Education Aid 
2/15/80, 14:3:145-146 
memory loss 5/15/80, 14:9:18-65 
nutritional needs 2/15/80, 14:3:94-110; 1/30/80 
14:2:82, 85 
oral hypoglycemics, risk of 3/15/80, 14:5:159 
osteoporosis 2/15/80, 14:3:148, 153, 156 
pain management 3/15/84, 18:5:129-158 
polymyaigia rneumatica 9/15/84, 18:15:129-140 
10/30/81, 15:18:37-45; 2/28/81, 15:4:88 
preventive care 8/15/81, 15:14:277-291 
senile dementia 6/15/80, 14:11:82-100 
sex counseling 2/15/80, 14:3:113-119 
stroke management 7/15/82, 16:13:138-145 
see a/so Stroke; Stroke rehabilitation 
syncope 7/15/84, 18:13:133-137, 5/30/81 
1§:10:56-61 
vitamin and mineral supplements 10/15/84 
18:17:15-16 (RR); 5/30/84, 18:10:114-118 
wrist fractures 3/30/81, 15:6:102-104 
see aiso Aging process; Memory loss 
Giant cell arteritis, see Arieritis, giant cell 


acute 11/15/84 19:112-114 
corticosteroid effects on 4/30/81, 15:8:36 
diagnosis and treatment 4/15/80, 14:7:32-40 
chronic 9/15/84, 18:15:16-51 








Glomerulonephritis, see Kidney disorders, 
chronic failure 

Glucose tolerance test 

indication and interpretation 3/15/80. 14:5:66-69, 75 
76, 81-82 

Glycohemogjiobin test 

for diabetes contro! 4/15/80, 14:7:106-111 

Gonorrhea 


anal, as cause of GI bieeding 3/15/81, 15:5:73 
arthritis/dermatitis syndrome 4/15/83, 17:7:21-22 
drug therapy, CDC guidelines 4/15/83, 17:7:22-31 
in homosexual! patient 10/30/80. 14:18:70-85 
treatment, oral and pharyngeal 2/28/81, 15:4:142 
see also Sexually transmitted diseases 

Gout 


diuretic induced 4/30/82, 16:8:72-79 

as factor in osteoarthritis 2/28/81 
15:4:47-51, 70-71 

t 

physician's political influence on 8/15/81 
15:14:248-273 

Government regulations 

Food and Drug Administration, see Food and Drug 
Administration 

FTC, and McClure amendment 7/15/80 
14:13:208-221 

health care economics, goals of Reagan policies 
11/15/81, 15:19:88-111 

Health Systems Agency, controversy 8/15/80 
14:14:184-213 

structure of 8/15/80, 14:14:186-187 

Grams stain 

for bacterial infection diagnosis 12/15/80 
14:21:121 

for bacterial meningitis 5/15/83, 17:9:70 

for gonorrhea diagnosis 10/30/80, 14:18:77-79 
in pelvic inflammatory disease diagnosis 6/30/83 
17:12:94 

for pneumonia diagnosis 11/15/83, 17:19:62-70 
84-85; 10/15/81, 15:17:98-102 

in sinusitis diagnosis 12/15/80, 14:21:97-107 

technique 5/30/84, 18:10:25-32 

Granulomatous diseases 

and hypercalcemia risk 1/30/82, 16:2:47-50 

Graves’ 

diagnosis 6/30/83, 17:12:127-136, 139-140 

role of membrane receptor antibodies 2/15/80 
14:3:71 

see also Hyperthyroidism 

Grief 


vs depression 2/15/83, 17:3:62-88 

n diabetic patient 3/15/80, 14:5:196 

nm homosexual's parents 9/30/80, 14:16:55-63 
effect on immune response 2/15/83, 17:3:88 
etfect on sexual behavior 4/30/83, 17:8:110 
Growth 


hormone 
synthetic 9/30/84, 18:16:18-39 
Guillain-Barré syndrome 
emergency care 5/15/81, 15:9:40-42 
risk of, with influenza vaccine 11/15/81 
P.. 19:264-266 


ynecologic disorders 
abnormal uterine bleeding 12/15/84, 18:21:63-78 
10/15/84, 18:17:125-147 
adolescent 10/15/84, 18:17:151-164; 9/15/82 
16:15:12-23, 48-54 
amenorrhea 9/15/82, 16:15:12-34, 48-55 
Chiari-Fromme! syndrome 9/15/82, 16:15:34 
dysmenorrhea 9/15/82, 16:15:12, 23-24, 48-55 
see also Dysmenorrhea 
ectopic pregnancy 11/15/84, 18:19:63-85 
endometriosis 9/15/82, 16:15:23, 35, 37-48 
fibrocystic breast disease 
ultrasound mammography 1/15/81, 15:1:97-101 
vitamin E 1/15/81, 15:1:96 


galactorrhea, and amenorrhea 9/15/82, 16:15:28-34, 
53, 57 


/ 

hysterectomy 9/15/82, 16:15:38-48; 
6/15/80, 14:11:16-37 

obstetrician-gynecologist, as source of primary care 
10/30/82, 16:18:97-101 

Ovarian disease, as Cause of menstrual dysfunction 
9/15/82, 16:15:15, 30, 35, 53 

Pap smear guidelines 1/15/81, 15:1:94-97 

pelvic exam, first 5/15/81, 15:9:122-128 

sexually transmitted diseases, see Sexually 
transmitted diseases 

ultrasonography in 3/15/84, 18:5:93-97 

uterine abnormalities, caused by DES 1/15/81, 
15:1:90 

Rokitansky-Kuster-Hauser syndrome 9/15/82, 
16:15:16 

see also Cancer, infertility, Menopause; Pelvic 

inflammatory disease 





Hair loss 
from fungal dermatoses 5/15/80, 14:9:67-91 
minoxidil for 4/15/84, 18:7:148-151 (WYPA) 
Hand injuries 
anesthetizing fingers 6/15/81, 15:11:34, 36-38, 40, 89 
bandaging and splinting 6/15/81, 15:11:40-41, 45 
bites 6/15/81, 15:11:65-67, 70-71 
bleeding, contro! of 6/15/81, 15:11:33-34 
finger and thumb 3/3/81, 15:6:117-121 
FlowChart 3/30/81, 15:6:128-129 
managing 3/30/81, 15:6:125-134 
fingertip repiantations 6/15/81, 15:11:71, 75, 77-81 
fractures 6/15/81, 15:11:81, 84-85, 89 
high pressure injections 6/15/81, 15:11:65-67, 70-71 
infections, cephalosporin use 6/15/81, 15:11:56, 59 
70, 89 
felons, drainage of 6/15/81, 15:11:62, 66-67 
gangrene, signs of 6/15/81, 15:11:71 
paronychias 6/15/81, 15:11:59-60 
nerve injury 6/15/81, 15:11:30-32, 89 
motor function 6/15/81, 15:11:32-33 
de Quervain's disease 3/30/81, 15:6:120, 129-134 
rehabilitation 3/30/81, 15:6:129 
tendon injuries, extensor 6/15/81, 15:11:51-52, 54, 56 
flexor 6/15/81, 15:11:45-47, 51 
tenosynovitis, signs of 6/15/81, 15:11:62, 65 
Handicapped 
self-help devices 
ambulatory aids 5/30/84, 18.10:126-156 
for hand impairment 4/30/84, 18:8:48-99 
for limited reach 5/15/84, 18:9:162-202 
wheelchairs 6/15/84, 18:11:48-86 
Hands 
impairment, self-heip devices 4/30/84 18:8:48-99 
physical examination of 12/15/82, 16:21:182-188 
Hashimoto's thyroiditis 
diagnosis 3/15/83, 17:5:17, 21 
Headache 


Capsule Review, pathophysiology 6/30/80 
14:12:14-16 
cluster 7/15/80, 14:13:98-106, 112, 127 
anger component 8/15/80, 14:14:57, 7/15/80 
14:13:106 
counseling 8/15/80, 14:14:47 
treating, FiowChart 8/15/80, 14:14:48-49 
prophylaxis 8/15/80, 14:14:40-46 
conversion 7/15/80, 14:13:106-110 
drug and diet etiology 7/15/80, 14:13:123-128 
exertion etiology 7/15/80, 14:13:128-134 
FilowChart, differential diagnosis 7/15/80 
14:13:130-131 
migraine 6/30/80, 14:12:35-48 
combined with tension 6/30/80, 14:12:39-44 
counseling 8/15/80, 14:14:36-40 
and menstruation 6/30/80, 14:12:35-39 
personality correlates 6/30/80, 14:12:44-48 
treating 8/15/80, 14:14:14-28 
FlowChart 8/15/80, 14:14:26 
prophylaxis 8/15/80, 14:14:28 
vertebral-basilar 5/30/81, 15:10:47 
muscle contraction, treating 8/15/80, 14:14:57-63 
FlowChart 8/15/80, 14:14:52 
occupational etiology 7/15/80, 14:13:112, 117 
organic etiology 7/15/80, 14:13:110-123 
Patient Education Aid—cluster 7/15/80, 14:13:121 
tension 6/30/80, 14:12:48 
during pregnancy, treatment 5/30/80 
14:10:99-107 
stress-related 9/15/81, 15:15:240-251 
tension 6/30/80, 14:12:39-44, 48-54 
counseling 6/30/80, 14:12:51-54 
and depression 6/30/80, 14:12:51-54 
treatment 6/30/80, 14:12:49 
muscle energy manipulation 8/15/84 
18:14:137-144 
vS Sinusitis diagnosis 12/15/80, 14:21:97 
therapy 8/15/80, 14:14:52 
Health 


care 

as constitutional right 11/15/80, 14:19:142, 162 

see a/so Costs of health care 

Health , see Continuing education; 
Patient education; Patient Education Aids; 
Patient package inserts 

Health 


» public 

awareness of health issues 1/15/80, 14:1:54-59 

goals and methods 1/15/80, 14:1:142-164 
Nationa! Center for 1/15/80, 14:1:153 

see also Patient education; Patient Education 
Aids; Patient package inserts 

Health hazard see Occupational health 
hazards 

Health insurance 

Patient Education Aid—Medicare, appealing 
decisions 12/15/82, 16:21:171-173 
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Health insurance continued 

Patient Education Aid—Medicare check is less than 
expected 12/15/82, 16:21:160-162, 167 

Patient Education Aid—Medicare, filing claims 
12/15/82, 16:21:151-153, 158-159 

Health Maintenance (HMOs) 

compared with fee-for-service practice, physician 
interviews 4/15/81, 15:7:164-190 

effects on, of Reagan policies 11/15/81, 15:19:90 

future trends 1/15/81, 15:1:186-195, 204, 210 

IPA as alternative 4/15/81, 15:7:187-190; 3/15/81 
15:5:182-196; 7/15/80, 14:13:176-204 

as source of primary care, basic benefits 10/30/82 
16:18:67 -80 


Health planning 

in Health Systems Agency 8/15/80, 14:14:184-213 

interview with the Assistant Secretary for Health 
11/15/81, 15:19:100 

physician limitation, Rnode Island proposal 9/15/80 
14:15:158-166 

Health Systems Agency 

controversy in Connecticut 8/15/80, 14:14:184-213 

interview with health planner (Eugene Michael) 
8/15/80, 14:14:202-213 

disorders 


acoustic neuroma 5/30/81, 15:10:43-47 

auditory brain stem response testing 1/15/81 
15:1:69 

dizziness as symptom of 7/15/81, 15:13:49 
evaluation 7/15/81, 15:13:87-91 
FlowChart 7/15/81, 15:13:66-67 
Weber and Rinne tests 7/15/81, 15:13:49, 55 

hearing aids $/15/83, 17:15:159-160 

Méniére's disease 9/15/83, 17:14:162, 167 
5/30/81, 15:10:51, 54-55 

due to myxedema 3/15/83, 17:5:24 

organic vs psychogenic, ABR testing 1/15/81 
15:1:69-77 

pediatric 9/15/83, 17:15:149-159 
audiometric screening 9/15/83, 17:15:149-153 
detection of 9/15/83, 17:15:147-149 
hearing aid vs surgery 9/15/83, 17:15:159 

stapedectomy 9/15/83, 17:15:160, 162 

terminology 9/15/83, 17:15:153-159 

tinnitus 9/15/83, 17:15:162, 167 

see also specific disorder 


Heartburn 

evaluation of 8/15/81, 15:14:183-186 

Heart , see Cardiac disorders 

Heat syndromes 

FlowCharts, heat exhaustion 6/15/82, 16:11:193 
heatstroke 6/15/82, 16:11:194 


Hemangioma 
management 6/30/84, 18:12:141-147 
Hematologic disorders 


anemia, demographic research 2/15/81 
15:3:169-170; see also Anemia; iron deficiency 
anemia 

antithrombotic therapy 7/15/80, 14:13:62-96 

in cancer patient 3/30/80, 14:6:21-22 

corticosteroid therapy 5/30/81, 15:10:95; 4/30/81 
15:8:52, 77- 

disseminated intravascular coagulation (DIC) 
4/15/80, 14:9:120-131 

and GI bieeding 2/29/84, 18:4:80-88 

hyperviscosity, in multiple myeloma 4/30/80 
14:8:44, 49 

leukemia, see Leukemia 

macroglobulinemia 4/30/80, 14:8:44, 49 

multiple myeloma 4/30/80, 14:8:12-49 
chemotherapy 4/30/80, 14:8:26-37 
complications 4/30/80, 14:8:37 
laboratory tests for 4/30/80, 14:8:22-23, 26 

and splenomegaly 10/30/80, 14:18:60-65 
technological advances, continuous flow 
centrifugation 2/15/81, 15:3:170-172 
treatment, plasmapheresis 2/15/81, 15:3:172-173 
autologous stem cell reconstitution, for cancer 
2/15/81, 15:3:177-178 
hybridoma culture, for cancer 2/15/81, 
15:3:178-179 
uremic anemia 6/15/81, 15:11:131-132 
see also specific disorder 


diagnosis and management 11/15/84, 18:19:16-28 
Hemochromatosis 


diagnosis and management 9/30/82, 
16:16:102-134 
iron metabolism 9/30/82, 16:16:102-105 
laboratory tests 9/30/82, 16:16:112-114 
phiebotomy 9/30/82, 16:16:114-119, 133 
symptoms 9/30/82, 16:16:105-112 





in lesbian patient 10/30/80, 14:18:110-113 





Hemorrhoids 
diagnosis 3/30/84, 18:6:109-113 
management 3/30/84, 18:6:129-133; 9/30/81, 
15:16:16-45; 3/15/81, 15:5:67-69 
cryosurgery 9/30/81, 15:16:36 
diet, high-fiber 3/15/81, 15:5:67 
hemorrhoidectomy 9/30/81, 15:16:23-28, 
33, 37 
injection, of sclerosing agents 9/30/81, 
15:16:28-32 
Patient Education Aid 9/30/81, 15:16:42-45 
rubber band ligation 9/30/81, 15:16:19-23 
steroids 3/15/81, 15:5:68 
surgery 3/15/81, 15:5:68-69 
Hemostatic 


process 
antithrombotic therapy, Capsule Review 7/15/80 
14:13:62-96 


Henoch-Schonlein purpura 
as cause of Gi bleeding 1/30/81, 15:2:49 


Heparin 

in acute ischemia 10/30/83, 17:18:162-167 

as anticoagulant therapy 11/30/82, 16:20:93, 97, 
100-102, 109, 111-112, 114 

Capsule Review, hemostatic process 7/15/80, 
14:13:64 

fu'l-dose 7/15/80, 14:13:62-96 

low-dose 7/15/80, 14:13:81 -82, 91-92; 3/30/80. 
14:6:147-152 

for myocardial infarction, acute 11/15/82 
16:19:56-57, 62-63 

pulmonary embolism therapy, intermittent vs 
continuous IV 7/15/80, 14:13:70, 81 

monitoring, lab tests 7/15/80, 14:13:70, 72 


Hepatitis 
as contraindication to TB chemotherapy, isoniazid 
and rifampin 1/30/81, 15:2:114 
in homosexual 10/30/80, 14:18:90-91, 118 
serology 12/15/82, 16:21:115-149 
and diagnosis 12/15/82, 16:21:124-130 
treatment in Britain, Overseas Observer 4/30/83, 
17:8:168-169 
corticosteroid use 4/30/83, 17:8:169 
vaccine use 4/30/83, 17:8:169 
type A, 
Giagnosis 12/15/82, 16:21:124, 129 
serology 12/15/82, 16:21:121 
type B, 
chronicity 12/15/82, 16:21:116 
control, strategies for 12/15/82, 16:21:103-104, 109 
detection, cone antibody assay 1/15/81 
15:1:158-160 
epidemiology 12/15/82, 16:21:101-103 
carriers 12/15/82, 16:21:130-131 
prophylaxis, HBIG 12/15/82, 16:21:131 
serology 12/15/82, 16:21:116-117, 120 
vaccine 12/15/82, 16:21:103-104, 109-111 
administration 12/15/82, 16:21:109-110 
candidates for 12/15/82, 16:21:110-111 
type non-A, non-B, 
diagnosis 12/15/82, 16:21:129-130 
research 1/15/81, 15:1:161, 165 
serology 12/15/82, 16:21:121, 124 
vaccine, research 9/30/84, 18:16:104 (O); 1/15/81, 
15:1:157-158 
viruses 12/15/82, 16:21:115-116 


ular degeneration 
and memory loss 5/15/80, 14:9:29, 33, 45, 46, 
48, 63 


ocular signs 11/30/81, 15:20:36, 39 
Hereditary disease, see Genetics 


diaphragmatic, neonatal 4/30/83, 17:68:34 
Heroin, see Opiates 


antiviral drugs 1/15/81, 15:1:40-46 
genital 4/15/83, 17:7:41-49 
as factor in cervical carinoma 4/15/83, 17:7:48-49, 
2/28/81, 15:4:141 
treatment 2/28/81, 15:4:140-141 
acyclovir 4/15/83, 17:7:46-49 
ocular, corticosteroid contraindicated for 4/30/83, 
17:38:68 
vaccine prospects 1/15/81, 15:1:46 


cytomegalovirus 11/15/81, 15:19:200, 220-221 

in eye 4/30/83, 17:8:68-71; 11/15/81, 15:19:200, 
204-213, 220; 4/15/80, 14:7:30-31 

felon treatment 6/15/81, 15:11:59-60 

genitalis 11/15/81, 15:19:200, 213-220 

in homosexual patient 10/30/80, 14:18:92-97 

meningitis 11/15/81, 15:19:216-217 

simplex 4/15/83, 17:7:41-49; 11/15/81, 
15:19:200-213 

encephalitis 11/15/81, 15:19:204-213, 226-227 





zoster 10/15/83, 17:17:165-180; 2/28/83, 17:4:39; 
11/15/81, 15:19:200, 204 
diagnosis 10/15/83, 17:17:166-168 
drug therapy 2/15/84, 18:3:15 (RR), 1/15/84, 
18:1:218 (RR); 10/15/83, 17:17:169-176 
in Great Britain, Overseas Observer 2/29/84, 
18:4:185-188 
ophthaimic 10/15/83, 17:17:168-169; 4/30/83, 
17:'8:68-71 
postherpetic neuralgia 2/15/84, 18:3:108-114, 
135; 10/15/83, 17:17:176-180; 4/30/83, 
17:8:66-71 
transcutaneous nerve stimulation for 4/30/83, 
17:8:71 
Ramsey-Hunt syndrome 10/15/83, 17:17:169 
shingles 11/15/81, 15:19:220 
susceptible patients 10/15/83, 17:17:165-166 
disorders 


dislocation, congenital 8/15/83, 17:14:68-98 
diagnosis, physical examination 8/15/83, 
17:14:71-73, 96, 98 
X-rays 8/15/83, 17:14:73, 77, 81, 92, 95 
etiology 8/15/83, 17:14:68-71, 98 
in Great Britain, Overseas Observer 3/15/84, 
18:5:205-212 
management, 
abduction devices 8/15/83, 17:14:86-87 
dislocation 8/15/83, 17:14:89-90 
dysplasia and subluxation 8/15/83, 17:14:82-89 
pathology 8/15/83, 17:14:92 
see also Joint disorders 
"s disease, see Megacolon 


and amenorrhea 9/15/82, 16:15:28-34. 53 


diagnosis 1/15/83, 17:1:195-198 
see also Fungal infections 
‘s disease 


cholestasis caused by 2/29/80, 14:4:75, 79 
corticosteroid therapy 4/30/81, 15:8:77 
and risk of myelopiastic leukemia 7/15/82, 16:13:178 
testicular problems, due to drug therapy 7/15/82, 
16:13:173 
treatment, irradiation and chemotherapy 
4/15/82, 16:7:153-158 
Holistic medicine 


as supplement to standard practice 10/15/81, 
15:17:181-212 
Pain and Health Rehabilitation Center, as model 
10/15/81, 15:17:195-197 


syndrome 
2-D echocardiography of fetus 1/15/81, 15:1:31 
Home 


care 

of burn injury 10/15/81, 15:17:83 

of elderly cancer patient 12/15/83, 17:21:93, 98-99 
hospice concept 1/15/83, 17:1:185 

of myocardial infarction 5/15/80, 14:9:92-119 


acquired immune deficiency syndrome incidence 

1/15/83, 17:1:146-156; see also Acquired 
immune deficiency syndrome 

adolescent counseling 9/15/80, 14:15:64-86 

effect on children 9/30/80, 14:16:72 

family counseling 9/30/80, 14:16:55-70 

hepatitis, type B, vaccine research 1/15/81, 
15:1:157-158 

infectious diseases in 10/30/80, 14:18:68-124 
enteric, management 10/30/80, 14:18:98-105; 
see also Sexually transmitted diseases 

Kinsey rating scale 9/15/80, 14:15:22-37 

lesbians, counseling 9/15/80, 14:15:37, 45, 56, 77-83 

medical concerns 9/15/80, 14:15:17-86 

myths about 9/15/80, 14:15:38-48 

noninfectious problems, trauma 10/30/80, 
14:18:126-143 

psychoanalytic theories 9/15/80, 14:15:52-56 

reversing, therapy 9/30/80, 14:16:77-79 

sexual dysfunction 9/30/80, 14:16:81 -93 

stress, self-acceptance 9/30/80, 14:16:48-79 

transsexuals, transvestites, bisexuals 9/15/80, 
14:15:37-38, 53 

, see Parasitic diseases, intestinal 


diagnosis 4/15/80, 14:7:60 
Hormones 


abnormal levels, in chronic renal failure 6/15/81, 
15:11:136, 139 

antidiuretic, secretion abnormalities as cause of 
diabetes insipidus 6/30/82, 16:12:114-120 

in breast cancer therapy 3/30/82, 16:6:87-100 
estrogen 5/30/82, 16:10:123-124 
tamoxifen 5/30/82, 16:10:90, 92-93 

and carbohydrate metabolism 3/15/80, 14:5:24-25 

and cell receptors, see Cell 
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Hormones continued 
counterregulatory, insulin blocking 3/15/80 
14:5:49-54, 66-67 
estrogens, as MAO inhibitor 6/15/83, 17:11:96, 100 
see also Estrogen; Oral contraceptives 
human chorionic gonadotropin (HCG) in pregnancy 
testing 1/15/81, 15:1:84 
hypercalcemia, and levels of PTH 1/30/82 
16:2:16-31, 41-42 
insulin, resistance 3/15/82, 16:5:169 
see also Insulin; insulin therapy 
luteinizing hormone-releasing hormone, levels of 
during “hot flushes” 1/15/83, 17:1:95 
menopausal changes 6/15/83, 17:11:91-101 
for menstrual dysfunction 9/15/82, 16:15:23-24, 27 
35, 38-44 
during pregnancy 5/30/80, 14:10:59 
SIADH syndrome 6/30/82, 16:12:131-137 
for stimulating ovulation 1/15/83, 17:1:84 
testosterone therapy, placebo effect in 
impotence 2/28/82, 16:4°117-121, 143 
thyroid hormone replacement therapy 6/30/83 
17:12:131, 135-136 
thyroid-stimulating hormone (TSH) therapy, in 
Graves’ disease 3/ 15/83, 17:5:32-47 
and breast cancer 3/15/83, 17:5:38, 39 
dosage 3/15/83, 17:5:37-47 
and genetic factors 3/15/83, 17:5:37 
level in infants 3/15/83, 17:5:37 
level during pregnancy 3/15/83, 17:5:37 
in treatment of fibrocystic breast disease 
3/15/82, 16:5:139-143 
see also Diabetes; Endocrine disorders; Estrogen; 
Thyroid disorders 
Horner's syndrome 
and cluster headaches 7/15/80, 14:13:102 
as symptom of Wallenberg’s syndrome 5/30/81 
15:10:42-43 
Hospice care 
of elderly cancer patient 12/15/83, 17:21:82-88 
Huntington's chorea 
and memory loss 5/15/80. 14:9:40, 42, 45, 65 


and antibody production 2/15/81, 15:3:178-179 
Hydrocephalus 


diagnosis 5/30/83, 17:10:114 

normal pressure 5/15/80, 14:9:38, 64 
Hyperactivity 7 : 
and learning disabilities 3/30/82, 16:6:41 


Hyperbilirubin 

diagnosis 2/29/80, 14:4:70 

familial 2/29/80, 14:4:70, 75, 96 

neonatal 5/30/83, 17:10:152 

phenobarbital effects 5/30/80, 14:10:22 

Hypercaicemia 

nm cancer patient 2/15/83, 17:3:146-151; 3/30/80 
14:6:29, 30 

Capsule Review 1/30/82, 16:2:14-15, 32, 37 

caused by thiazide diuretics 9/30/82, 16:16:86 

diagnosis 1/30/82, 16:2:14 

diuretic therapy. as cause of 4/30/82, 16:8:79-80 

emergency care 7/15/84, 18:13:235-244 

etiology, drug induced 1/30/82, 16:2:14, 43, 46-47 
malignancy induced, metastasis and humoral 
mechanisms 1/30/82, 16:2:40-51 

PTH- and non-PTH-related 1/30/82, 16:2:16-17 
25, 43 

and memory loss 5/15/80, 14:9:37 

in multiple myeloma patient 4/30/80, 14:86:12, 21 
37-42 

treatment, hydration and diuresis 1/30/82 
16:2:25-30 
reducing bone resorption, drug therapy 

1/30/82, 16:2:25, 30-37 

“se 

diagnosis and management 10/30/80 
14:18:14-53, 148 

and secondary hypothyroidism 10/30/80, 14:18:17 





in diabetes, type |! 10/30/84, 18:18:46-55 
diagnosis 3/15/80, 14:5:21, 69 

drug-induced 3/15/80, 14:5:71 

geriatric diagnosis 2/15/80, 14:3:104-110 

in pregnancy 3/30/80, 14:6:62-86 

as reaction to stress 3/15/80, 14:5:49-55, 66-67 
see also Diabetes; Glycohemogiobin test 
Hyperkalemia 


due to diuretic therapy 4/30/82, 16:8:66-72 

potassium therapy, contraindications 9/30/82 
16:16:84-86 

risk of, with aqueous penicillin G 1/30/80 
14:2:24, 73 


Hyperlipidemia 
Capsule Review, lipid metabolism 10/30/80, 
14:18:14-16 





cause of pancreatitis 10/30/80, 14:18:18 
classification 10/30/80, 14:18:26-33 


and coronary artery disease 10/30/80, 14:18:17, 18, 


31, 38 

in diabetes 3/15/80, 14:5:28-29 

diagnosis 10/30/80, 14:18:14-17; 2/29/80, 14:4:63 

dietary management 10/30/80, 14:18:33-37 

drug therapy 10/30/80, 14:18:33-37, 43-53, 148 

familial 10/30/80, 14:18:18, 26, 44 

interview with Howard A. Eder, MD 10/30/80 
14:18:14-53 

oral contraceptive induced 10/30/80, 14:18:17, 38 
3/30/80, 14.6:104 

and prenatal nutrition 3/15/81, 15:5:27 

significance and management 10/30/80 
14:18:14-53 

as stroke risk factor, Framingham study 
4/15/82, 16:7:21 

see also Cholesterol; Lipids 

Hi 


acute 4/30/82, 16:8:90 
diuretic therapy, as cause of 4/30/82 
16:8:62-66 


Hyperosmolar coma 

causes 10/30/83, 17:18:52 

differential diagnosis and treatment ot diabetic 
ketoacidosis and 10/30/83, 17:18:63-65 

laboratory tests 10/30/83, 17:18:52-57 

symptoms and signs 10/30/83, 17:18:49-50 

therapy, fluids, insuiin, and electrolytes 10/30/83 
17:18:57-62 


r 


as cause of hypercalcemia 1/30/82, 16:2:16-31 
42-46, 50-51 

as cause of hypertension 4/30/82, 16:8:79-80 

Hypersensitivity, see Allergy 





angiotensin inhibitors 9/30/83, 17:16:22-77 
1/15/81, 15:1:55-56 
antihypertensives, captopril 9/30/83, 17:16:25-62 
7/15/81, 15:13:21-36 
B-biockers for 6/30/83, 17:12:35-36; 1/30/83 
17:2:22-32 
Capsule Review 9/30/80, 14:16:42-43, 46 
renin-angiotensin-aidosterone axis 9/30/83 
17:16:22-24; 7/15/81, 15:13:22-23 
caused by hyperparathyroidism 4/30/82 
16:8:79-80 
chronic renal failure, role in 5/30/83, 17:10:169 
6/15/81, 15.11:125-127, 131 
Classification 5/30/83, 17:10:159-161, 177 
diagnosis and management, malignant 5/30/83 
17:10:160-192 
drug therapy 5/30/83, 17:10:161-169, 173-192 
emergency care 5/30/83, 17:10:169-172 
diagnosis and management, mild 8/15/83 
17:14:171-198 
and diet 8/15/83, 17:14:186-197 
drug therapy, B-blocker or thiazide diuretics 
8/15/83, 17:14:177-198 
FlowChart—treating 8/15/83 
17:14:184-185 
patient selection and cardiovascular risk profile 
8/15/83, 17:14:171-177 
diagnosis and management, secondary 8/15/83, 
17:14:201-221 
aldosteronism 8/15/83, 17:14:207-221 
pheochromocytoma 8/15/83, 17:14:202-215 
renal artery stenosis 8/15/83, 17:14:201-216 
diuretic therapy, as cause of electrolyte 
imbalance 4/30/82, 16:8:62-95 
diuretics, and potassium therapy 9/30/82 
16:16:63-100 
drug therapy 9/30/80, 14:16:17-46 
encephalopathy 5/30/83, 17:10:169-172, 188 
in geriatric patient 2/28/83, 17:4:44-48, 1/30/80 
14:2:103-130 
B-blockers for 1/30/80, 14:2:113-117 
hypokalemia 1/30/80, 14:2:121 
NIH guidelines 2/15/80, 14:3:125 
induced by pregnancy 7/15/81, 15:13:145-190 
interview, Harold Solomon, MD 9/30/80, 
14:16:17-46 
Patient Education Aid 9/30/80, 14:16:32-33 
taking blood pressure 7/15/81, 15:13:176-177 
and prenatal nutrition 3/15/81, 15:5:27 
relationship to stress 9/15/81, 15:15:181-184 
renovascular 8/15/83, 17:14:201-202, 210-216; 
5/30/83, 17:10:169, 183 
retinal changes 5/30/83, 17:10:160-161 
Salt intake 11/15/84, 18:19:168-169 (PB) 
as stroke risk factor 4/15/82, 16:7:18 


for breast cancer 5/30/82, 16:19:129 
tumoricidal effect 1/15/82, 16:1:66-67 





Hyperthyroidism 

apathetic 4/15/83, 17:7:161 

hyperthyroiditis 6/30/83, 17:12:130, 136, 139 
propyithiouracil in 10/30/84, 18:18:16 (RR) 
psychiatric symptoms 11/30/80, 14:20:36, 55 
see also Thyroid disorders 

H rtrigly i see Hyperlipidemia 





ae td 


and diuretic therapy 4/30/82, 16:8:72-79; 1/30/80, 
14:2:121, 124 


Hyperventilation syndrome 

cause of dizziness 5/30/81, 15:10:36 
diagnosis 4/15/80, 14:7:58-60 

for warts 4/30/83, 17:86:65 

Hi and sedatives 


during lactation 6/30/80, 14:12:101 
during pregnancy 5/30/80, 14:10:61 
Hi 


emergency care 7/15/84, 18:13:244-251 


Hy 
causes 3/15/80, 14:5:159-164; 2/15/80, 
14:3:104-110 
diagnosis and management 4/15/84, 18:7:155 (RR); 
3/30/84, 18:6:19 (RR); 3/15/84, 18:5:16 (RR); 
10/15/83, 17:17:61-105 
in the diabetic 10/15/83, 17:17:66-68, 90-95, 105 
factitious 10/15/83, 17:17:77-79 
fasting, endogenous 10/15/83, 17:17:68-77 
exogenous 10/15/83, 17:17:63-68, 101 
FlowChart, in the nondiabetic adult 10/15/83, 
17:17:78-79 
reactive 10/15/83, 17:17:82-84, 95, 105 
symptoms and signs 10/15/83, 17:17:61-63, 90, 95 
therapy for nonhypoglycemia 10/15/83, 17:17:84-89 
emergency treatment 5/15/84, 18:9:13 (RR) 
4/30/84, 18.8:19 (RR); 2/15/84, 18:3:177-197 
anc memory loss 5/15/80, 14:9:37, 48 
neonatal 4/30/83, 17:8:16-17 
in pregnancy 3/30/80, 14:6:72-104 
and syncope 5/30/81, 15:10:59 
as tremor cause 11/30/81, 15:20:30-35 
Hypoglyc 


emics 
in diabetes, type |! 10/30/84, 18:18:39-55 
effect on target cells 3/15/82, 16:5:175 
indications and usage 3/15/80, 14:5:150-165 
2/15/80, 14:3:104-110 
during pregnancy 5/30/80, 14:! u:47 
UGDP study 3/15/80, 14:5:151 


Hy; 
caused by diuretics 9/30/82, 16:16:63-100; 4/30/82, 
16:8:66-72; 11/15/80, 14:19:33, 37 
diagnosis 9/30/82, 16:16:69-71 
in geriatric patient 1/30/80, 14:2:121 
inesemia 


pomag 
diuretic therapy, as cause of 4/30/82, 16:8:79-80 


Hyponatremia 
caused by diuretics 4/30/82, 16:8:62-66; 11/15/80 
14:19:33 
and memory loss 5/15/80, 14:9:37 
, see Immunotherapy 


orthostatic and syncope 7/15/84, 18:13:130-137 
postoperative, case study 7/15/83, 17:13:199-254 
causes of 7/15/83, 17:13:223-231 
prevention and treatment 7/15/83, 17:13:200-244 


in stress reaction 2/15/83, 17:3:43-50 


and alcohol 2/29/84, 18:4:15 (RR) 
in elderly 2/28/83, 17:4:39 
management 11/15/83, 17:19:116-153 
Capsule Review 11/15/83, 17:19:116-119 
complications 11/15/83, 17:19:150-153 
diagnosis 11/15/83, 17:19:116, 119 
first aid for 11/15/83, 17:19:127-135 
hospital treatment, initial 11/15/83, 
17:19:135-139 
FlowChart 11/15/83, 17:19:144-145 
Patient Education Aid 11/15/83, 17:19:149 
predisposing factors 11/15/83, 17:19:119-127 
rewarming the patient 11/15/83, 17:19:139-141, 150 
see also Heat syndromes 


Hypothyroidism 
in adult 3/15/83, 17:5:17-51 
causes 3/15/83, 17:5:18 
FlowChart 3/15/83, 17:5:42-43 
laboratory tests 3/15/83, 17:5:26-32 
subclinical 3/15/83, 17:5:17, 32 
symptoms 3/15/83, 17:5:18-21 
myxedema 3/15/83, 17:5:21-26 
thyroid hormone therapy 3/15/83, 17:5:32-47 
and breast cancer 3/15/83, 17:5:38-39 
dosage 3/15/83, 17:5:37-47 
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Hypothyroidism continued 
in child 3/15/83, 17:5:53-61 
causes 3/15/83, 17:5:54 
cretinism 3/15/83, 17:5:53-54 
juvenile 3/15/83, 17:5:54 
role of pituitary 3/15/83, 17:5:55-56 
myxedema 4/15/84, 18:7:67-85; 3/15/83, 
17:5:21-26 
screening 3/15/83, 17:5:55, 60-61 
hyperthyroiditis 6/30/83, 17:12:130 
and menstrual! dysfunction 9/15/82, 16:15:16, 
26, 35, 54 
Overseas Observer 8/15/83, 17:14:284-286 
psychiatric symptoms 11/30/80, 14:20:55 
see also Thyroid disorders 


Hypovolemia 
in congestive heart failure 11/15/80, 
14:19:56, 77 


Hypoxia 
and memory loss 5/15/80, 14:9:33 


for cervical cancer 1/15/83, 17:1:128 
complications 6/15/80. 14:11:29-37 
galactorrhea, postsurgical 9/15/82, 16:15:34 
indications and contraindications 9/15/82, 
16:15:38-48; 6/15/80, 14:11:16-28 
preoperative preparation 6/15/80, 14:11:27 
vaginal vs abdominai 6/15/80, 14:11:28-37 


Immunization 

for breast cancer immunotherapy, BCG and 
C-parvum 5/30/82, 16:10:113-114 

for geriatric patients 4/15/84, 18:7:117-122 

hepatitis, type B, research 1/15/81, 15:1:157-158 
vaccine 4/30/83, 17:8:169; 12/15/82. 

16:21:101, 111 

herpes simplex, prospects 1/15/81, 15:1:46 

and immunosuppressive therapy. risk of 
exposure 4/15/82. 16:7:175-179 

for influenza, COC recommendations 8/15/84 
18:14:62-83; 11/15/81, 15:19:259-266 

for meningitis 5/30/83, 17:10:84 

pertussis 9/15/84, 18:15:173-174 (PB) 

poliomyelitis, COC recommendations 6/15/80 
14:11:113-118 

during pregnancy 5/30/80, 14:10:67 

for pulmonary disorders, influenza and 
pneumococcal vaccines 8/15/84, 18:14:83-92 

10/15/81, 15:17:114; 12/15/80, 14:21:126-131 

for rabies, DEV and HDCV 3/30/81, 15:6:41-51 

for travel abroad. regulations and recommendations 
9/15/82, 16:15:117-153 

see also Lifetime Health Monitoring Program 

Immunologic diseases 

acquired immune deficiency syndrome, 
diagnosis 1/15/84, 18:1:166-195 
management 1/30/84, 18:2:125-136 
patient experiences 1/30/84, 18:2:138-151 
prevention 1/30/84, 18:2:153-161 

see a'so specific disorder 


Immunosuppressive 

during pregnancy 5/30/80, 14:10:59 

role in second malignancy 7/15/82 
16:13:178-180 


Immunotherapy 

tor allergic rhinitis 8/ 15/82, 16:14:126 

for asthma, extrinsic 11/30/81, 15:20:81 

for cancer 10/15/84, 18:17:210-211 (O) 
breast cancer, BCG vaccine and C-parvum 

5/30/82, 16:10:113-114 

in nay fever patients 2/15/84, 18:3:157-161 
as asthma prevention 8/15/81, 15:14:66 

insect sting indications.2/15/84, 18:3:161-168; 
7/15/82. 16:13:52-57 

penicillin desensitization 4/30/84, 18:8:32-41 


and diabetes 2/28/82, 16:4:89 
in homosexual 9/30/80, 14:16:81-93 
penile implants 2/28/62, 16:4:114-117, 143 
and prostatic cancer 2/28/82, 16:4:°89 
Independent Association (IPA) 
compared to HMO 4/15/81, 15:7:187-190 
reasons for, John J. Tobin interview 3/15/81, 
15:5:182-196 


Industrial chemicais 
psychiatric effects 11/15/84, 
18:19:146-147 


intantile periarteritis nodosa (I 
diagnosis 8/15/80, 14:14:73 
Intants 





se : Same measures 10/30/81, 
1 





apnea, 
diagnosis 6/15/84, 18:11:18-47 
home monitoring 6/30/84, 18:12:56-85 
asthma, Patient Education Aid 11/15/81, 15:19:187 
autism 4/15/81, 15:7:15-33 
breast-feeding, drug effects ae 14:12:59-105 
car seats 12/15/84, 18:21:82-9: 
10/15/84, 18:17:166-180 
cardiorespiratory distress, valvular causes 4/15/81, 
1§:7:120 
chlamydial pneumonia 2/29/80, 14:4:47 
circumcision 4/15/84, 18:7:165-173 (PFYP) 
cystic fibrosis in, with meconium ileus 2/28/82. 
16:4:19, 23, 46-48 
cytomegalovirus 11/15/81, 15:19:221 
of diabetic mothers 3/30/80, 14:6:72-104 
diaper rash 10/30/84, 18:18:57-69 
hydrocortisone 1/15/81, 15:1:174, 178-179 
hearing loss, ABR testing 1/15/81, = 1:69-77; 
see aiso Hearing disorders, pediatric 
herpesvirus 11/15/81, 15:19:200, 213-220 
hip dislocation, congenital 8/15/83, 17:14:68-98 
immunization, poliomyelitis 6/15/80, 14:11:113-118 
IV lines, starting 11/15/84, 18:19:173-177 (PFYP) 
lactose intolerance 7/15/80. 14:13:136-160 
meningitis risk factors 5/30/83, 17:10:76 
monitoring, see Fetal monitori 
neonatal evaluation 4/30/83, 1 
acrocyanosis 4/30/83, 17:8:16 
Apgar score, assigning 4/30/83, 17:8:16-17 
asphyxia, resuscitating 4/30/83, 17:8:18 
signs of 4/30/83, 17:8:17 
blood pressure, chart 4/30/83, 17:8:19 
choanal atresia 4/30/83, 17:38:28 
congenital neart disease 4/30/83, 17:68:29, 34 
esophageal atresia 4/30/83. 17:8:34 
FlowChart 4/30/83, 17:8:24-25 
heart rate. pulse 4/30/83, 17:8:23 
hemorrhage. in utero 4/30/83, 17:18 
hernia, diaphragmatic 4/30/83, 17:8:34 
hypoglycemia 4/30/83. 17:8:16-17 
polycythemia 4/30/83, 17:68:18 
prune belly” 4/30/83, 17:°8:34 
vision and hearing 4/30/83, 17:8:34 
neonatal examination 5/30/83, 17:10:95-116. 
121-156 
chest/abdomen 5/30/83. 17:10:95-97 
cranial nerve function 5/30/83, 17:10:111-114 
121-123 
genitals, anus, extremities 5/30/83, 17 1097-102 
gestational age estimation, Ballard system 
5/30/83, 17:10:130-132, 137 
hyperbilirubinemia, galactosemia 5/30/83 
17:10:152 
motor system function 5/30/83, 17:10:137-139 
neuromuscular function 5/30/83, 17:10°139, 
143-147 
retiexes 5/30/83, 17:10:139, 143-147 
phenylketonuria 5/30/83, 17:10:147, 152 
probiem signs, table of 5/30/83, 17:10:104-105 
skin 5/30/83, 17:10:102-106 
skull, neck, spine 5/30/83, 17:10:106-116 
head growth rate 5/30/83, 17:10:114-115 
Otitis media. diagnosis 9/15/83, 17'15:96-106 
penicillin therapy 1/30/80, 14244 69,74 
premature. care and survival of 1/15/83, 17.1:115 
neurologic sequelae 1/15/83, 17:1:121 
respiratory distress syndrome. prophylaxis 
1/15/83, 17:1.108-110 
treatment, artificial surfactant 1/15/83, 17:1:116 
seizures 7/15/83, 17.13:31-32; 5/15/81, 15:9:39 
strabismus and amblyopia screening 10/15/84 
18:17:21-34 
sudden intant death syndrome 3/15/84, 18:5:18-42 
suprapubic biadder tap 10/15/83, 17:17:217-219 
toxoplasmosis, congenital 3/30/81. 15°6:22, 27 
tracheal stenosis, endoscopic correction 1/15/81 
15:1:108-109 
valvular heart disease 2/28/81, 15:4:90-97, 113 
visual evoked potential testing 1/15/81, 15:1:77 
vitamin and mineral supplements 5/30/84 
18:10:88-96 
see a/so Lifetime Health Monitoring Program 
Intections 


8:16-34 


wound 3/15/84, 18:5:121-126 
Infectious disease 


acquired immune deficiency syndrome, 
diagnosis 1/15/84, 18:1:166-195 
management 1/30/84, 18:2'125-136 
patient experiences 1/30/84, 18:2:138-151 
prevention 1/30/84, 18:2:153-161 
anaerobic 12/15/80, 14:21.101-105, 121 
diarrnea 3/15/81, 155:149-175 
bacterial vs viral. difterentiating 5/15/83, 17:9:79-81 





A pry ae 4/30/84, 18:8:132-150; 4/15/84, 
116-1 

Ph oak bn tim marine 6/15/82, 16:11:105-106 
hepatitis, see 

infectious mononucleosis, see Mononucleosis, 


infectious 

influenza 12/15/80, 14:21:115-131 

Kawasaki disease 8/15/80, 14:14:64-81 

legionnaires’ disease 4/15/81, 15:7:87-105 

and neck masses 4/15/84, 18:7:12-19, 26-37 

Otitis media, see Otitis 

pelvic inflammatory disease, see Pelvic 
disease 


inflammatory 

pharyngitis, see Pharyngitis 

sinusitis 4/15/82, 16:7:73-111; 12/15/80, 
14:21:97-111 

fungal infections 4/15/82, 16:7:76, 82 

vaginitis 4/30/82, 16:8:15-54 

see also Parasitic diseases; Sexually transmitted 
diseases 


Infertility 
and abortion, induced 8/15/84, 18:14:209 (PB) 
due to chemotherapy for testicular cancer 5/30/83, 
17:10:47-48 
conization as cause of 1/15/83, 17:1:129 
due to pelvic inflammatory disease 6/30/83, 
17:12:83, 84, 89, 107-109 
treating, 
female, stimulating ovulation 1/15/83, 17:1:81-84 
male 1/15/83, 17:1:64-85 
in vitro fertilization 1/15/83, 17:1:78-80; 
see also In vitro fertilization 
bowel 


Inflammatory disease 
biopsy 6/15/80, 14:11:65, 70-73 
cholestasis as symptom 2/29/80, 14:4:67 
colonoscopy 6/15/80, 14:11:39, 76-81 
corticosteroid therapy 5/30/81, 15:10:69-70; 
4/30/81, 15:8:36-3 
rectal use 4/30/81, 15:6:62-84 
Crohn's disease 7/15/81, 15:13:105-114 
Cutaneous manifestations 4/30/80, 14:68:71 
diagnosis 3/30/84, 18:6:104-109; 3/15/81, 
1§'5:70, 72 
differential 4/30/80, 14.8:50-107 
radiologic 6/15/80, 14:11:38, 40-65 
treatment 3/30/84, 18:6:120-124 
see also Gastrointestinal disorders; Irritabie 
bowel syndrome 
Influenza 


diagnosis and management 12/15/80. 
14:21:115-131 
FlowChart, treating 12/15/80, 14:21:120-121 
prophylaxis, amantadine for type A 8/15/84. 
18:14:68-83, 12/15/80, 14:21 131 
COC recommendations 8/15/84, 18:14:62-83, 
11/15/81, 15:19:259-266 
influenza vaccine 12/15/80, 14:21:131 
pneumococcal vaccine 12/15/80, 
14:21:126-131 
secondary bacterial infection 12/15/80, 
14:21:115-116, 121-122, 127 
antibiotics, selecting 12/15/80, 14:21:121-122 
injuries, see Trauma; and specific injury 
Inotropes, cardiac 


compared to vasopressors 3/30/81, 15:6:69-100 

oral, amrinone 3/30/81, 15:6:88-93, 100 

Insect stings 

cross reactivity 1/15/81, 15:1:145 

patient education, FlowChart, first aid 7/15/82 
16:13:65-66 

reactions, and care 7/15/82, 16:13:47-69 
venom immunotherapy 2/15/84, 18:3:161-168. 

7/15/82. 16:13:52-57 

venom hyposensitization 1/15/81, 15:1:143-153 

see a/so Malaria 

Insomnia 


delayed sleep phase syndrome 8/15/80, 
14:14:153-157 
diagnostic classification 8/15/80, 14:14.142-143 
estrogen effects on 6/15/83, 17.11.100 
etiology 8/15/80, 14:14:122-167 
age-related 8/15/80, 14:14:147-151 
organic 8/15/80, 14:14:142-147 
psychogenic 8/15/80, 14:14°'153, 160-162 
and hypnotic drugs 8/15/80, 14:14:151, 157-160 
Patient Education Aids 8/15/80, 14:14:131, 
134-135 
see also Sleep disorders 
Insulin 


functions of 3/15/80, 14:5.21, 24-25 
hyperinsulinemia, and ROS 3/30/80, 14:6:74 
receptor, abnormality 3/15/80, 14:5:45-47 
resistance 3/15/82, 16:5:169 

see also Cell ; Diabetes; Insulin therapy 
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Insulin therapy 
allergy to insulin 4/15/80, 14:7:113, 116 
biosynthetic insulin 2/15/82, 16:3:172-175 
for diabetes, different types 10/30/84, 18:18:18-20 
3/15/80, 14:5:101 
insulin-resistant 3/15/80, 145.48 
type |i 3/15/80, 14:5:164-165 
for diabetic ketoacidosis 10/30/83, 17:18:32-36 
dosages 2/15/82, 16:3:176 
dose response curves 3/15/82 
16:5:190-194 
in elderly 2/15/80, 14:3:108 
glycohemogiobin test for regulating 3/15/80 
14:5:75 
for hyperosmolar coma 10/30/83, 17:18:57-62 
inyection schedule 4/15/80. 14:7:111-113 
mection sites, Patient Education Aid 3/15/80 
145:127-128 
nsulin pumps 2/15/82, 16:3:148-160 
implantable 2/15/82, 16:3:161-172 
nsulin resistance 3/15/82, 16:5:149-197 
causes, possible 3/15/82, 16:5:183-187 
n elderly 2/28/83, 17:4:42-43 
mechanisms 3/15/82, 16:°5:164-169, 188 
antibodies 3/15/82, 16:5:168 
cellular abnormality 3/15/82, 16:5:169 
hormone-induced 3/15/82, 16:5:169 
molecular abnormality 3/15/62, 16:5:165 
nsulin use, Patient Education Aid 3/15/80 
14:5:121-122 
juvenile patient 3/15/80, 14:5:100-113 
measuring 
euglycemic clamp technique 3/15/82, 16:5:187 
nmsulin tolerance test 3/15/82, 16:5:186 
steady-state plasma glucose technique 
3/15/82, 16:5:186-187 
during pregnancy 5/30/80, 14:10:47, 3/30/80 
14:6:83-86, 91, 92, 99 
research, delivery systems 4/15/80 
14:7:140-145 
syringe needie units, reuse of disposable 4/15/84 
18:7:143 (PB) 
Intensive care unit 
and management of cardiogenic shock 7/ 15/8: 
17:13:255-278 
and management of postoperative circulatory 
collapse 7/15/83, 17:13:199-254 
and management of tangled problems, case study 
9/30/83, 17:16:167-169 
nfection 9/30/83, 17:16:177-180 
priorities 9/30/83, 17:16:167-170 
pulmonary problems 9/30/83, 17:16:172, 177 
renal failure, acute 9/30/83, 17:16:180-189 
therapies 9/30/83, 17:16:170-172 
personnel, patient population, setting 6/15/83 
17:11:14-37 


common cold 11 
Intermittent claudication 
diagnosis 8/15/83, 17:14:100-121 
ankie-arm pressure index 8/15/83 
17:14:110-120 
arterial examination 8/15/83, 17:14:106-110 
history 8/15/83, 17:14:100-102 
laboratory test 8/15/83, 17:14:120-121 
leg examination 8/15/83, 17:14:105-106 
nonarterial problems 8/15/83, 17:14:102 
management 8/15/83, 17:14:123-129 
drug therapy 8/15/83, 17:14:128-129 
exercise 8/15/83, 17:14:126 
foot care 8/15/83, 17:14:126, 128 
percutaneous transiuminal angioplasty 8 
17:14:123-124 
and smoking 8/15/83, 17:14:126 
see also ischemic limb 
Intestinal disorders, see Gastrointestinal 
disorders; and specific disorder 
intrauterine devices, see Contraception 
intubation 
endotracheal scarring, surgical correction 1/15/81 
15:1:108-109 
tor GI bleeding, Levin and Ewald tuhes 1/30/81 
15:2:17-25 
Hickman intracardiac catheter 5/30/82 
16:10:135, 138, 144 
complications, infection and air-embolism 
5/30/82, 16:10:146, 151 
double lumen 5/30/82, 16:10:151 
154-155 
malfunctions 5/30/82, 16:10:144-145 
surgical implant procedure 5/30/82 
16:10:138, 155 
indications and techniques 6/15/83, 17:11:61-68 
78-83 








for nutritional support 1/30/81, 15:2:56-60, 72-73 
84-85 
for respiratory failure 1/30/82, 16:2:138-147 
in status asthmaticus 6/15/83, 17:11:82-83 
Sengstaken-Blakemore tube, for variceal bieeding 
2/15/81, 15:3:84-91 
In vitro fertilization 
laparoscopy, problems related to 1/15/83, 17:1:80 
measurement of follicular maturation 1/15/83 
17:1:79 
see also Infertility 
lron deficiency anemia 
iron balance and stores 9/30/82, 16:16:102-105 
see also Anemia; Hemochromatosis 
lron therapy 
depletion, for hemochromatosis 9/30/82 
16:16:114-119, 133 
vitamins and iron supplements 2/15/80, 14:3:101 
see also Anemia 
Irritable bowel syndrome 
barium enema diagnosis 6/15/80, 14:11:38, 40-65 
differential diagnosis 4/30/80, 14:8:50-107 
see also Gastrointestinal disorders; Inflammatory 
bowel disease 
Ischemic limb 
acute 10/30/83, 17:18:157-167 
arterial bypass surgery 10/30/83, 17:18:162-167 
arteriography 10/30/83, 17:18:161, 167 
balloon catheter embolectomy 10/30/83, 17:18:167 
physical exam 10/30/83, 17:18:158-159 
preoperative considerations 10/30/83 
17:18:161 -167 
symptoms 10/30/83, 17:18:157-158 
chronic 10/30/83, 17:18:171-183 
amputation, indications for 10/30/83, 17:18:181 
ischemic ulcers 10/30/83, 17:18:174 
laboratory tests and X-rays 10/30/83 
17:18:176-177 
physical exam 10/30/83, 17:18:172-174 
preoperative and postoperative considerations 
10/30/83, 17:18:177 
reconstructive surgery 10/30/83, 17:18:177-183 
symptoms 10/30/83, 17:18:171-172 
Isoniazid 
during pregnancy 5/30/80, 14:10:52 


Jaundice 
biliary drainage by catheter 1/30/82 
16:2:96-97 
cholestasis 2/29/80, 14:4:58-101 
etiology and diagnosis 2/29/80, 14:4:66-101 
postoperative 2/29/80, 14:4:75 
surgical indications, FlowChart 2/29/80, 14:4:78-79 
ultrasonography in 2/15/84, 18:3:26-31 
Jaw fracture 
treatment and diagnosis 11/15/80, 14:19:118-123 
Joint disorders 
anti-inflammatory agents, nonsteroidal 10/30/81 
15:18:20-21, 33-37 
bursitis and tendinitis 10/30/81, 15:18:14-21; see 
also Bursitis 
carpal tunnel syndrome 4/15/83, 17:7:74; 3/30/81 
15:6:135-143 
electrodiagnosis 1/15/83, 17:1:29 
FlowChart 3/30/81, 15:6:136-137 
effects of aging 10/15/82, 16:17:70-78 
fibrositis 2/28/81, 15:4:55 
gout, see Gout 
injury, ankle 3/15/81, 15:5:108-145 
elbow 4/15/81, 15:7:68-85 
hand 3/30/81, 15:6:117-134 
knee 2/15/81, 15:3:96-165 
shoulder 4/15/81, 15:7:34-67 
wrist 3/30/81, 15:6:102-117 
knee, Baker's cysts 2/28/81, 15:4:54 
chondromailacia patellae 2/28/81, 15:4:42-47 
osteochondritis dissecans 2/28/81, 15:4:83 
see also Knee disorders 
manipulative therapy 
for chest wall pain 5/15/84, 18:9:45-75 
muscle energy techniques 8/15/84, 18:14:137-176 
5/15/84, 18:9:16-42 
reviewers’ comments 8/15/84, 18:14:179-189 
5/15/84, 18:9:75-97 
nonarticular rheumatism 10/30/81, 15:18:14-62 
of anterior chest wall, Tietze's syndrome and 
costochondritis 10/30/81, 15:18:21-29 
fibrositis 10/30/81, 15:18:29-37 
polymyalgia 10/30/81, 15:18:37-45 
Osgood-Schiatter disease 2/15/81, 15:3:134-140 
osteoarthritis, see Arthritis 





physical diagnosis of 12/15/82, 16:21:177-179 
182, 188 

polymyaigia rheumatica 2/28/81, 15:4:88 

replacement, knee and shoulder 4/15/83 
17:7:79-83 

rheumatord arthritis, see Arthritis 

synovial fluid, examination of in diagnosis 
2/28/81, 15:4:66-67, 75-76 

temporomandibular joint syndrome 
as headache cause 8/15/80, 14:14:63 

total hip replacement 5/30/81, 15:10:122-131 

see also Joint replacement, Joints 


Joint replacement 


arthrodesis, osteotomy, arthroplasty 4/15/83 
17:7:76-78, 5/30/81, 15:10:135, 138 

current status 1/15/83, 17:1:50-56 

knee and shoulder replacement 4/15/83, 17:7:79 -83 

totai hip replacement 4/15/83, 17:7:78-82; 5/30/81 
15:10:122-131 


Joints 


exercises for 10/30/81, 15:18:44-45 
injury, corticosteroid therapy 4/30/81, 15:8:37, 67-72 
surgery, for OA management 5/30/81 
15:10:121-136 
unloading, for OA patient 5/15/81, 15:9:99-113 


Kaposi's sarcoma, see Sarcoma, Kaposi's 

Kawasaki 

cardiac complications 8/15/80, 14:14:68, 76-81 

caused by mites 9/15/83, 17:15:185-186 

diagnosis 8/15/80, 14:14:65-76 

differentiated from toxic shock syndrome 1/15/81 
15§:1:139 

etiology 8/15/80, 14:14:64-65 

managing 8/15/80, 14:14:76-81 

Kawasaki syndi , see K, 

K 





ki disease 


etoacidosis 
alcoholic 10/30/83, 17:18:27 
diabetic 10/30/83, 17:18:23-45 
causes 10/30/83, 17:18:24 
differential diagnosis and treatment of hyperosmolar 
coma and 10/30/83, 17:18:63-65 
laboratory tests 10/30/83, 17:18:25-27 
in pregnancy 3/30/80. 14:6:74-82 
symptoms and signs 10/30/83, 17:18:23-25 
therapy 10/30/83, 17:18:27-45 
fluid replacement 10/30/83, 17:18:27-33 
insulin 10/30/83, 17:18:32-36 
monitoring progress 10/30/83, 17:18:42-45 
potassium, phosphate, and bicarbonate 10/30/83 
17:18:36-41 
FlowChart 3/15/80, 14:5:116-117 
management 2/15/82, 16:3:176-184 
in adult 3/15/80, 14:5:113-117 
in juvenile 3/15/80, 14:5:104-113 
Patient Education Aid 3/15/80, 14:5:184-188 
starvation 10/30/83, 17:18:27 
see also Diabetes; insulin therapy 
disorders 


Kidney 
acute failure 9/30/83, 17:16:180-189; 7/15/83 
17:13:251, 254 
biopsy and ultrasonography 9/30/83, 17:16:189 
causes of 9/30/83, 17:16:184 
hemodialysis, indications for 9/30/83 
17:16:180-181 
peritoneal dialysis, indications and 
contraindications 9/30/83, 17:16:184-189 
analgesic neuropathy 7/15/84, 18:13:264-266 (PB) 
and antibiotics for geriatric patients 4/15/84 
18:7:125-137 
chronic failure 
gastrointestinal and neurologic effects 6/15/81 
15:11:139-140 
giomerulonephritis, as cause of 6/15/81 
15:11:119-120 
hematologic effects of 6/15/81, 
15:11:131-132, 134 
hormonal effects of 6/15/81, 15:11:136, 139 
isosthenuria, as indication of 6/15/81 
16:11:120, 125 
polycystic kidney disease 6/15/81, 15:11:119-120 
stages of 6/15/81, 15:11:119-120, 125 
diabetic nephropathy 4/15/80, 14:7:134-136 
diuretic therapy, as Cause of electrolyte 
imbalance 4/30/82, 16:8:62-95 
functional evaluation 2/15/80, 14:3:35 
hypertension, renin-angiotensin-aidosterone system 
7/15/81, 15:13:22-23 
renovascular 8/15/83, 17:14.201-216 
imaging modalities 2/15/84, 18:3:41-51 
and lupus erythematosus, systemic 3/30/84, 
18:6:134-145, 159 
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disorders continued 
as malaria complication 7/15/82, 16:13:101 
blackwater fever, as reaction to quinine 7/15/82. 
16:13:101 
in neonate 5/30/83, 17:10:96, 104 
nephrotic syndrome, and associated risk of bacterial 
meningitis 5/30/83, 17:10:76 
in pregnant patient 7/15/81, 15:13:145, 189-190 
and prenatal nutrition 3/15/81, 15:5:27 
pyelonephritis 3/30/84, 18:6:177-188; 2/23/81, 
15:4:136-138 
stones, 
diagnosis and management 11/15/84, 18:19:37-60 
epidemiology 2/15/80, 14:3:31 
formation, differential diagnosis 2/15/80 
14:3:26-35 
due to vitamin C toxicity 5/15/83, 17:9:25, 
68-69 
treating 2/15/80, 14:3:41-43 
Wilms’ tumor 2/15/82, 16:3:30, 35, 60, 70-75 
see also specific disorder 
Knee disorders 


arthrography for 7/15/84, 18:13:115-117 
arthroscopy for 7/15/84, 18:13:86-114 
injunes 2/15/81, 15:3:96-165 
FlowChart, diagnosis and management 2/15/81 
15:3:156-157 
skiing 11/15/83, 17:19:182-203 
joint replacement 4/15/83, 17:7:79-83; 1/15/83 
17:1:50-56 
physical diagnosis 2/15/81, 15:3:113-140 
treatment, aspiration 2/15/81, 15:3:144-149 
braces 2/15/81, 15:3:149-150 
exercises 2/15/81, 15:3:155-165 


Labor and 
diabetic pregnancy 3/30/80, 14:6:94, 101-102 
fetal monitoring, see Fetal monitoring 
herpes genitalis. in mother 11/15/81, 15.19:213-220 
high-risk pregnancy. Cesarean vs vaginal delivery 
7/15/81, 15:13:185-189 
neonatal examination procedures 4/30/83 178:27 
29-34 
premature 
B-sympatnomimetics as tocalytic agents | 
17:1:108-110 
Nhibition with ritodrine HC! 1/15/81, 15.1.92-94 
neonatal examination 4/30/83, 17.827 
steroid prophylaxis for respiratory distress 
syndrome 1/15/83, 17:1.108-110 
see also Abortion; Cesarean section; Perinatal 


15/83 


tor Addison's disease, metyrapone test 4/15/83 
17:7:117-118 
tor allergic rhinitis, nasal smear 8/15/82 
16:14:111-112 
for anemia, serum iron 9/30/82. 16.16:112-114 
for angina pectoris 8/15/83, 17.1465 
for asthma, eosinophil count and serum IgE 
8/15/81, 15:1490-94 
RAST, PRIST 8/15/81, 15:14117-120 
tor bacteremia 9/30/80, 14:16:111-113 
RA latex test 9/30/80, 14:16:126 
for bacterial meningitis, Gram’s stain, CSF level 
counterimmunoelectrophoresis limulus test. lactate 
evel test 5/30/83, 17:10:70-73 
tor bilastomycosis, Culture 8/15/82, 16:14:160 
blood chemistry. see Blood chemical analysis; 
Blood gas analysis 
tor breast cancer. 
CEA assay 3/15/82. 16:5.89-92 
estrogen receptor assay 5/30/82, 16:10.123-124 
prognosis, ER/PgR assay 3/30/82, 16:6.87-100 
for cancer. Hemoccult slide 3/15/81, 15.5.101-106 
protocols 1/15/83, 17:1:211-213 
stem cell assay 1/15/83. 17.1184 
for child abuse victim, legal requirements 6/15/83 
17:11.173, 174, 175-183, 186 
for cholestasis 2/29/80, 14.467, 97 
for chronic airway obstruction, serum theophylline 
levels, chromatography, immunoassay techniques 
3/30/83, 176 43-44 
tor chronic renal failure, serology 6/15/81 
15:11.134, 136 
for coccidioidomycosis, compiement fixation, culture 
8/15/82. 16:14:156-157 
for colitis 4/30/80. 14:8:80-83, 86-87 
tor coma cause, CSF glutamine 2/29/80 
144127, 130 
for convulsions, febrile 1/30/84, 182:108-110 
for cryptococcosis, Culture, latex agglutination 
India ink 8/15/82. 1614 148-149 





for Cushing's syndrome, dexamethasone suppression 
test 4/15/83, 17:7:100-110, 132-136 

for cystic fibrosis, sweat test 2/28/82, 16:4:23 
stool analysis, X-ray 2/28/82, 16:4:27-28 

for cystitis 2/29/84, 18:4:19-35 

for depression, dexamethasone suppression 
1/15/82, 16:1:175-180 

for diabetes, glycosylated hemogiobin 4/30/82. 
16:8:105-108 

for diabetes insipidus, dehydration 6/30/82 
16:1.:120-126 

for diabetic ketoacidosis 10/30/83, 17 18:25-27 

for DIC 5/15/80, 14:9:127, 131 

for dizziness diagnosis 7/15/81, 15:13:64-87 

for epilepsy 7/15/83, 17:13:85-86 

tor fetai monitoring 3/30/80. 14:6:94 

tor gallbladder disease 7/15/80, 14:13:28-29 

for gastroenteritis 5/15/83, 17:9:81, 84-85, 88 

for GI bleeding, guaiac test 1/30/81, 15:2:15, 
25, 28 

glucose tolerance 3/15/80. 14:5:66-69, 75, 76, 
81-82 


pitfalis 3/15/82, 165.154, 196 
glyconemogliobin test 4/15/80, 14:7:106-111 
for gonorrhea, cultures 10/30/80. 14:18:77-85 
Gram’s stain smear 10/30/80, 14:18:77-79 
for hemostatic competence 7/15/80, 14:13:70, 72 
for hepatic encephalopathy, blood ammonia 
2/29/80. 14:4:133, 135 
for hepatic failure, prothrombin time 2/29/80. 
14:4:102, 103, 119, 127 
for hepatitis type B, core antibody assay 1/15/81 
15:1:158-160 
for herpes simplex, Tzanck test 10/30/80, 14:18:93 
for histoplasmosis, serologic fungal culture 8/15/82, 
16:14:135-140 
for nypercaicemia, SMA screening 1/30/82. 16:2:16 
for hyperlipidemia. serum cholesterol and 
triglycerides 10/30/80, 14:18:14-17 
percentile values in plasma, table 10/30/80 
14:18:26-31 
for hyperosmolar coma 10/30/83, 17:18:52-57 
for hypothyroidism 3/15/83 
17:'5:26-32, 46 
for infectious diarrhea 3/15/81, 15:5:150. 152 
for intermittent claudication 8/15/83, 
17:14:120-121 
for intravascular Coagulation. factor Vill 2/29/80 
144119 
for ischemic limb. chronic 10/30/83, 17.18 176-177 
tor Kawasaki disease 8/15/80. 14.14:73-76 
for kidney stones. creatinine clearance 2, 15/80 
14.3:33, 35, 41 
Kleinauer test, for in utero hemorrhage 4, 30/83 
178:18 
for lactose intolerance 7/15/80, 14:13:144-155 
for legionnaires disease. direct fluorescent antibody 
technique 1/15/83. 17:1:169; 4/15/81, 15:7.93 
97. 100 
tor lupus erythematosus, systemic 3/30/84 
18:6:145-153, 168 
tor malabsorption, dreath tests 10/15/81 
15:17 161-164 
o-xylose for tolerance and barium X-ray 1/30/83 
17:2:97, 103-107 
index of, by specific nutrient 10/15/81 
15:17 166-177 
lactulose breath test 1/30/83, 172:112 
Schilling tests 1/30/83, 17:2:111, 10/15/81 
15:17 165, 175 
stool, Diood. and urine tests 10/15/81 
15:17 142-156, 175-178 
urinary PABA excretion 1/30/83, 172112 
for maiaria diagnosis 7/15/82, 16.13.96-99 
preparing biood smears 7/15/82, 16:13:98 
for menstrual dysfunction 9/15/82. 16.15 15-23, 26 
28, 35. 53 
mesothelioma, PAS stain 3/15/83 
17:5:166-173 
microscopy, office 5/30/84, 18:10:18-63 
for monitoring follicular’ maturation, plasma 
estradiol levels 1/15/83. 17:1:79 
tor mononucleosis, Epstein-Barr virus antibodies 
6/30/83, 17 12:60, 67-68 
heterophil antibody. rapid side tests 6/30/83 
17:12.67-68 
tor multiple myeloma 4/30/80, 14:8:22. 23. 26 
for myocardial infarction 11/15/81, 15:1950-66 
tor neurologic deticit 9/30/83, 17:16:135-136 
for neuromuscular weakness, edrophonium chioride 
test 5/15/81, 159.42 
for nutritional deficit 1/30/81, 15:2°51 
for pancreatc insufficiency 10/15/81 
15.17 164-165 





Pap smear, guidelines 1/15/83, 17:1:123-124; 
1/15/81, 15:1:94-97 

for pharyngitis, throat cuiture 12:15:80, 14:21:51 -60 
64, 68-71 


for photosensitivity, photopatch test 6/15/82, 
16:11:210, 212 
PKU. for neonatal phenylketonuria 5/30/83, 
17:10:147 
for pneumonia 10/15/81, 15:17:90-102 
Grams stain 10/15/81, 15:17:98-102 
sputum culture, procedure 10/15/81, 15:17:91 
for polymyaigia rneumatica, sedimentation rate 
2/15/80. 14:3:126-130 
postprandial blood sugar 3/30/80, 14:6:86. 3/15/80 
14:5:75, 81 
for pregnancy, radioreceptor assay and 
radiommunoassay 1/15/81, 15:1:78-84 
for prenata! nutrition 3/15/81, 15:5:37-38 
for protein status, nitrogen balance test and stress 
index 1/30/81, 15:2:57 
for protozoal infections 8/15/83, 
17:14:227-236, 247 
tor Raynaud's syndrome 11/30/83. 17.20:80-81 
for Rocky Mountain spotted fever, serologic 
7/15/82, 16:13:24-28, 32 
skin biopsy immunofiuorescence 7/15/82 
16:13:30-32 
Schilling test, to measure vitamin B,, absorption 
8/15/81, 15:14:138 
serum potassium 9/30/82. 16:16:69-71 
3/15/80, 14.5:113 
for sinusitis Cultures, Gram’s stain 4/15/82 
16:7 82, 84 
for Sj6gren’s syndrome 2/29/84. 18:4:61 
for smoke inhalation 7/15/84, 18.13:172-186 
for splenomegaly, CBC. SMA-12 10/30/80 
14:18:64 
statistical evaluation of 2/15/80, 14:3:74-93 
for status asthmaticus. Dlood gas analysis 
1/30/82, 16.2:111, 114 
for syncope 7/15/84, 18:13: 142-145 
of synovial fluid 2/28/81, 15:4:66-67, 75-76 
for thyroid dysfunction, serum T; and Ts, TSH, TRH 
6/30/83, 17:12:129, 138, 143, 2/15/80, 14:3:'55-64 
and RAIU 6/30/83, 17:12:129. 138, 143 
tor thyrotoxicosis, T, and T, levels 4/15/83, 17:7:161 
thyroid-stimulating hormone, antithyroid 
antibodies assay 4/15/83, 17.7 167-168 
for tuberculosis, sputum cultures 1/30/81, 15.2:115 
116, 118 
tor upper GI! bleeding 2/15/81, 15:3:29-30 
urinary constituents 2/15/80, 14:3:26-31, 42 
for UT! diagnosis 2/28/81, 15.4.129-130 
tor vaginitis 4/30/82, 16:°8:19-22 
VDAL serology. for syphilis 10/30/80, 14:18:87 
see also specific disorder or test 


Labyrinth 

as Cause of vertigo 5/30/81, 15 10:40-41, 55 
stroke” 5/30/81, 15.10:41-42 

Lacerations 


suturing in office 8/15/81, 15.14.239-241 

Lactation, see Breast feeding 

as Cause of infant diarrnea 3/15/81. 15.5 166 
tactor in enteral nutrition 1/30/81, 15 260-62 

diagnosis and management 10/15/81, 15.17:141 
154-156. 160 

differentiation trom biliary dyskinesia 9/ 15/80 
14.15.96. 99 

etiology of 7/15/80, 14:13:136-160 

during gastroenteritis 5/15/83, 17:9:88 

during pregnancy 3/15/81, 15:5:30, 52 


juage 
N autistic Child 4/15/81, 15:7:16 
Language 
use of 9/15/86, 14.15.186-206 


‘Opy 

complications 5/15/83 17:9:135, 139 
cost 5/15/83, 179141 
open 5/15/83, 179.140 
for pelvic inflammatory disease 6/30/83. 17 1289-94 
technique 1/15/84, 18:1:207-214 (PFYP 

electrocoagulation 5/15/83, 179149 

Falope ring, Huika clip 5/15/83, 179149, 153 
Laser 


surgery 7 
applications, techniques 1/15/82. 16.1 93-124 
for hemangiomas 6/30/84, 18 12.147 
see aiso Surgery, laser 
Laxatives 
abuse 
constipation from 2/29/84, 184.130, 137. 143-146 
symptoms of 9/15/81, 15.15.221-224 


Lead poisoning 
and paint removal 4/15/84, 18.7.145-148 (WYPA) 
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disorders 
behavioral signs 3/30/82, 16:6:19-20 
jiagnosis 3/30/82, 16:6:36-37 
educational techniques 3/30/82, 16:6:47-55 
etiology 3/30/82, 16:6:18-19 
neuromaturational testing 3/30/82, 16:6:31-36 
54-57 
primary care physician's role 3/30/82, 16:6:17 
prognosis 3/30/82, 16:6:42 
reading list 3/30/82. 16:6:48 
treatment 3/30/82, 16:6:37-42 
see also Hearing disorders, pediatric; Mental 
retardation 


es 
diagnostic tests 11/15/83, 17:19:67-72, 84-85 
direct fluorescent antibody 10/15/81, 15:17:115 
epidemiology 4/15/81, 15:7:93 
laboratory tests 4/15/81, 15:7-93, 97, 106 
management, erythromycin 1/15/83, 17:1:163-166 
4/15/81, 1 
pathogenesis 4/15/81, 15:7:87-93 
symptoms 10/15/81, 15:17:107 
treatment 11/15/83, 17:19:72-85; 10/15/81 
15 77 16 
see also Pneumonia 
Leukemia 
acute lymphobiastic, prednisone therapy 5/30/81 
15:10:69, 4/30/81, 15:8:80-82 
cell-surface markers 2/15/82, 16:3:94 
chemotherapy 
sanctuary sites’ 4/15/82. 1 
side effects, sterility 7/15/82 
n child, family problems 8/15/81, 15:14:199-235 
Jiagnosis 2/15/82, 16:3:23, 38 
aboratory tests 2/15/82, 16:3:38-43, 56-59 
parents’ perspective 7/15/82, 16:13:195-242 
predictive factors 2/15/82, 16:3:43 
prognosis 2/15/82, 16:3:70-75 
risk of CNS disease 7/15/82. 16:13:168 
see also Radiotherapy, for pediatric cancer 
Libraries 
primary care 11/30/84, 18:20:100-107 
Lice and mites 
nm homosexual patient 10/30/80, 14:18:118 
Lichen planus 
>orticosteroid therapy 4/30/81, 15:8:41 
Lidocaine 
for myocardial infarction, acute 11/15/82 
16:19:27 -36 
administration of 11/35/82, 16:19:30, 32, 35-36 
prophylactic use 11/15/82, 16:19:27-28, 30 
for wounds 3/15/84, 18:5:102-103 
Lifetime Health Monitoring Program 
congenital disorders 5/30/83, 17:10:95-116 
121-156: 4/30/83, 17:8:16-34 
Ligaments 
of ankle, injuries to 3/15/81, 15:5:108-145 
Limbic system 
role in physiology of stress reaction 2/15/83 
17:3:43-50 
Lipids 
metabolism, Capsule Review 10/30/80 
14:18:14-16 
nm plasma, percentile values 10/30/80, 14:18:26-31 
see also Cholesterol; Hyperlipidemia 
Lithium carbonate 
age-related response 11/30/80, 14:20:35-36 
toxicity, diuretic interaction 11/30/80, 14:20:14-60 
Liver disorders 
alcohol, protection from 1/15/81, 15:1:165-166 
cancer, and hemochromatosis 9/30/82. 16:16:109 
cirrhosis 
diuretic therapy, as cause of electrolyte imbalance 
4/30/82, 16:6:62-95 
and hemochromatosis 9/30/82, 16:16:104-105 
corticosteroid therapy 4/30/81, 15:8:37-55 
prednisolone 4/30/81, 15:38:46 
and cystic fibrosis 2/28/82, 16:4:22, 48 
diagnosis, palpation and percussion 10/15/82 
16:17:142-144 
encepnalopathy, diagnosis and management 
2/29/80, 14:4:102-135 
hepatitis, see Hepatitis 
hyperbilirubineria 2/29/80, 14:4:70, 75, 96 
jaundice, see Jaundice 
metastases, imaging modalities 2/15/84, 18:3:31-32 
pericholangitis, in patients with Crohn's disease 
7/15/81, 15:13:120-127 
and splenomegaly 10/30,’80, 14:18:60 
Living will, see Wills 
Lung diseases, see Pulmonary disorders 
Lupus erythematosus 
discoid 3/30/84, 18:6:148-156, 166 
drug-induced 3/30/84, 18:6:148-156 
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, 








systemic 
and bacterial meningitis risk 5/30/83, 17:10:64 
corticosteroid therapy 5/30/81, 15:10:90; 4/30/81 
15:8:52 
diagnosis and management 3/30/84, 18:6:134-174 
gingivitis, incidence 11/15/80, 14:19:110 
plasmapheresis 2/15/81, 15:3:172-173 
and splenomegaly 10/30/80, 14:18:65 
see also Connective tissue diseases (CTD) 
Lyme disease 
diagnosis and treatment 8/15/82, 16:14:239-249 
arthritis, due to 8/15/82, 16:14:241-242 
neurologic and cardiac symptoms 8/15/82 
16:14:245 
penicillin for 8/15/82, 16:14:245-249 
skin lesion, erythema chronicum migrans 8/15/82 
16:14:240-241 
etiology, /xodes dammini tick 8/15/82 
16:14:239-240 


Lymphadenitis, regional 
cat scratch” disease 3/30/81, 15:6:33-34. 60 
L 


and acquired —_* deficiency syndrome 1/15/84 
18:1:178-180 
angioimmunobiastic 2/28/83, 17:4:39 
L 
Burkitt's, Epstein-Barr virus etiology 6/30/83 
17:12:60 
diagnosis, Hodgkin's vs non-Hodgkin's 2/15/82 
16:3:23-24, 35, 58, 59 
non-Hodgkin's, corticosteroid therapy 4/30/81 
15:8:80-82, see also Hodgkin's disease 
incidence of, due to immunosuppression 
7/15/82, 16:13:180 
staging laparotomy 2/15/82, 16:3:93 


Malabsorption 
due to bacterial overgrowth or pancreatic 
nsufficiency 1/30/83, 17:22:98, 107-112 
Capsule Review 1/30/83, 17:2:98 
diagnosis 1/30/83, 17:2:96-129, 138-144 
10/15/81, 15:17:128-178 
blood serum tests 10/15/81, 15:17:142-154 
breath tests 10/15/81, 15:17:161-164 
FlowCharts—cause of malabsorption and 
steatorrhea 10/15/81, 15:17:146-147, 176-177 
mucosal changes 10/15/81, 15:17:155-161 
physical examination 10/15/81, 15:17:142 
Schilling tests 10/15/81, 15:17:165, 175 
stool characteristics 10/15/81, 15:17:131-132 
142-145, 175-178 
laboratory tests 
biopsy, of small bowel 1/30/83, 17:2:114-129 
xylose tolerance and barium X-ray 1/30/83 
17:2:97, 103-107 
actulose breath test 1/30/83, 17:2:112 
Schilling test 1/30/83, 17:2:111 
urinary PABA excretion 1/30/83, 17:2:112 
due to mucosal lesions 1/30/83, 17:2:112-129 
of specific nutrients, index of Causes, symptoms and 
lab tests 10/15/81, 15:17:166-177 
see also Gastrointestinal disorders 
Malaria 


diagnosis and management 7/15/82, 16:13:91-125 
microscopic identification of parasites 7/15/82 
16:13:100 
drug therapy 7/15/82, 16:13:101-121 
tor chloroquine-resistant malaria 7/15/82 
16:13:106-121 
tor pregnant patient 7/15/82, 16:13:121 
epidemiology in U.S. 7/15/82, 16:13:92-96 
laboratory tests 7/15/82, 16:13:96-99 
Patient Education Aid— avoiding mosquitoes 
7/15/82, 16:13:125 
prophylaxis 7/15/82. 16:13:73-86 
for chioroquine-resistant malaria 7/15/82 
16:13:81 -82 
nm pregnant patient 7/15/82, 16:13:82-86 
terminal, primaquine 7/15/82. 16:13:76-81 
relapse 7/15/82, 16:13:121-124 
symptoms and complications 7/15/82 
16:13:99-101 
-Weiss s 
managing 2/15/81, 15:3:77-78 
upper GI bieeding 1/30/81, 15:2:36-38 
M ion, see Nutrition disorders 


future trends 1/15/81, 15:1:195 

quality assurance, as preventive 5/15/82 
16:9:135-174 

record sharing, effect on 1/15/80, 14:1:110, 124 





Mammography 

for breast cancer diagnosis 10/15/83, 17:17:32-35 
3/15/82. 16:5:98-99, 122-132 

patient experiences 8/15/82. 16:14:61 -66 

ultrasound technique 1/15/81, 15:1:97-101 

Management Medicine 


advertising, physician 1/15/80, 14:1:44, 64-65 
allied health personnel 1/15/80, 14:1:52, 184 
audit of medical records 2/15/80, 14:3:182-212 
Aukerman Medical Centers, as example of “total 
health care” 5/15/82, 16:9:102-124 
charitable care programs 10/15/82 
16:17:165-183 
competition. among primary Care providers 
10/30/82, 16:18:12-162 
cost containment, in medical school curriculum 
7/15/81, 15:13:198-215 
costs of health care 1/15/80, 14:1:40-44, 65, 161 
drug audit in primary practice 12/15/80 
14:21:172-185 
family physician, and hospital privileges 
Ogdensburg lawsuit 2/15/82, 16:3:201-220 
family practice outiook 11/15/80, 14:19:136-178 
1/15/80, 14:1:19-59 
future trends 1/15/81, 15:1:190-195 
geriatrics, preventive care project 8/15/81 
15:14:277-291 
government regulation 1/15/81, 15:1:186-190 
208-210 
vs competition 1/15/81, 15:1:200-204 
heaith care economics, goal of Reagan policies 
11/15/81, 15:19:88-111 
health education 1/15/80, 14:1:142-164 
hospital-sponsored primary care units 
in competition with private practice 5/15/82 
16:9:84-94 
IPA and cost containment 7/15/80, 14:13:176-204 
organizing 3/15/81, 15:5:182-196 
language, techniques of use 9/15/80 
14:15:186-206; 6/15/80, 14:11:126-144; 5/15/80 
14:9:148-160, 1/15/80, 14:1:80-106 
malpractice 1/15/81, 15:1:195 
effect of record sharing on 1/15/80, 14:1:110, 124 
marketing services competitively 5/15/82 
16:9:23-80 
media consultation, interview with Arnoid Zenker 
12/15/81, 15:21:84-95 
media vs medicine, debate between William C 
Feich, MD, and Lawrence K. Altman, MD 10/15/81 
15:17:265-288 
media tips for doctors 10/15/81, 15:17:285 
medical-industrial complex,” interview with Arnold S 
Reiman, MD 10/15/81, 15:17:244-261 
medical records 2/15/80, 14:3:179-212,; 1/15/80 
14:1:108-141 
computerized, PROMIS 6/15/81, 15:11:178 
medical referral service 5/15/81, 15:9:164-170 
monitoring staff performance 5/15/82 
16:9:°67-77 
National Center for Health Education functions 
1/15/80, 14:1:153 
patient expectations 1/15/80, 14:1:60-76 
patient package inserts 11/15/81, 15:19:105 
1/15/80, 14:1:44-54 
physician supply and demand 11/15/81 
15:19:108-111;, 9/15/80, 14:15:168-185 
in the 1990s 5/15/82, 16:9:205-207 
political issues 1/15/81, 15:1:208-210 
politics, physicians’ role 8/15/81, 15:14:248-273 
11/15/80, 14:19:157-164; 4/15/80, 14:7:154-163 
1/15/80, 14:1:44 
practice meeting 10/15/80, 14:17:172-200 
primary care, Current and future problems, 
Overseas Observer 8/15/81, 15:14:295-298 
primary care, future delivery 1/15/80, 14:1:19-59 
principles of practice promotion 12/15/80 
14:21:188-195; 5/15/80, 14:9:134-147; 1/15/80 
14:1:168-184 
PSRO 5/15/80, 14:9:162-172: 2/15/80 
14:3:203-206 
debate over repeal of 7/15/81, 15:13:219-247 
quality assurance, to reduce malpractice losses 
5/15/82, 16:9:135-174 
quality control, Given Center 2/15/81 
15:3:199-214 
see also Physician-patient relations; Practice 
management; Medicolegai issues 
Manipulation 


for chest wall pain 5/15/84, 18:9:45-75 

muscie energy technique 9/15/84, 18:15:164-165 
(RR); 8/15/84, 18:14:137-176; 5/15/84, 18:9:16-42 
reviewers’ comments 8/15/84, 18:14:179-189 
5/15/84. 18:9:75-97 

Mantoux test, see Skin tests 
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Martan's syndrome 

diagnosis 2/28/81, 15:4:108 

Marijuana, see Cannabis 

Marital problems see Marriage counseling 


aims 12/15/82, 16.21.24. 31-35 
conference management 12/15/82. 16:21:35 
credibility gap 12/15/82, 16:21:41-45 
tamily doctor's role 12/15/82. 16:21:22-24, 39-41 
identitying problems 12/15/82. 16:21:45, 48, 51-54 
hidden problems 12/15/82. 16.21.54. 57 
marital stresses 12/15/82, 16:21'58-59 
money 12/15/82, 16:21:59 
social readjustment rating scale 12/15/82 
16:21 52-53 
measuring success 12/15/82. 16:21:24. 31-35 
philosophies 12/15/82. 16:21:20-22 
Stability, future of marriage 12/15/82 
16:21:41, 44-55 
Mast 
patient experiences 
afteretfects 10/15/82. 16:17:212-222 
choice of 10/15/82. 16:17:187-201 
counseling 10/15/82. 16:17 226-227 
estrogen receptor assay of tumor 10/15/82 
16 17.201 -212 
see a/so Breast cancer 
McClure, Sen. James 
nterview on FTC 7/15/80. 14 13:208-221 
Meckel's diverticulum 
n etiology of Gi bleeding 3/15/81, 15:5:73, 91 
Medical ethics 
nierview with Joseph Fletcher 6/15/81 
15.11:152-171 
see also Costs of health care; Ethics 
Medical records 
computer management 3/15/82. 165:200-227 
computerized PROMIS 6/15/81. 1511178 
cutting costs 1/15/80. 14:1:124-141 
mandatory review. recertification 2/15/80 
143212 
medica! passport system 5/15/82. 16.959 
patient's ngnt to access 1/15/80, 14:1:108-141 
physician survey 1/15/80. 141 108-122 
problem-onented medical record, computerized 
3/15/82. 165 216-218 
sharing with patients 1/15/80. 141 108-141 
system assessment 2/15/80. 14.3.179-212 
updating patient participation 5/15/82 
16 955-58 
Medicare, see Health insurance 
Medicolegal issues 
blood transfusion. patient refusal 2/15/81 
16324 
child abuse. physician responsibilities 6/15/83 
17 11°158-160. 174. 186 
ENG as documentation tor whiplash 7/15/81 
1513:75 
tamily physician. and hospital privileges 
Ogdensburg antitrust suit 2/15/82. 16:3:201-220 
FDA role in drug monitoring. Jere E Goyan interview 
4/15/81. 157 148-162 
ving wills 12/15/83. 172183 
malpractice. avoiding with quality assurance 
approach 5/15/82. 16.9135-174. see a/so 
Maipractice 
physicians political role 4/15/80. 14:7:154-163 
psychotropic drugs. for patients in high-risk 
occupations 11/30/80. 1420°70-71 
record sharing 1/15/80. 14:1.110-124 
risks Of valvular surgery. informing patient 4/15/81 
15:7.142-143 


issues 
physicians political role 8/15/81, 15:14 248-273 


diagnosis 6/15/80. 14.11.56. 61. 65 
diagnostic techniques. duodenal Diopsy 6/ 15/80 
14.1165-76 
types of forceps 6/15/80. 14 1173-76 
see a/so Gastrointestinal disorders 
, see Skin cancer 


Capsule Review. memory theones 5/15/80 
149 18-20 
diagnosis. ditterential 5/15/80. 149:21-61 
organic vs psychogenic 5/15/80. 14.9:40-48 
rreversibie. etiology 5/15/80. 14.9 38-40 
management 5/15/80. 14.961-65 
mental status testing 5/15/80. 14921-22. 40-45 
partially reversible. etoiogy 5/15/80 14937-38 
research 5/15/80. 14964 
reversible etiology 5/ 15/80. 149 22-37 
n senile dementia 6/ 15/80. 14:11 82-100 








Meniere's disease 
diagnosis and treatment 9/15/83, 17:15:162, 167. 
7/15/81, 15:13:84-95 
endolymphatic subarachnoid shunt 7/15/81, 
15:13:91. 95 
vertigo as symptom of 5/30/81, 15:10:51, 54-55 


bacterial processes, in cerebrospinal fluid 5/30/83 
17:10:63-66 
cross-reaction 5/30/83, 17:10:77 
intravascular survival 5/30/83, 17 10:76 
mechanism of host cell penetration 5/30/83, 
17:10:65 
as Cause of seizures 7/15/83, 17:13:32-37, 81-85 
chemoprophylaxis, sulfadiazine 5/30/83, 17:10:76 
chloramphenicol 1/30/80. 142:50. 69 
for penicillin resistance 5/30/83, 17:10:73 
and convulsions, febrile 1/30/84, 18:2:108-110 
cryptococcosis. as cause of 8/15/82. 16:14.146 
Giagnosis, age as factor in 5/30/83, 17:10:66 
epidemiology 5/30/83, 17:10:64-66 
emergency care 5/30/83, 17:10:73. 74, 80, 85 
5/15/81, 15:9°44-45 
immunoprophylaxis 5/30/83, 17 10:84 
and memory loss 5/15/80, 14:9:24-25 
penicillin therapy 5/30/83, 17:10:73, 74 
tubercular. psychiatric symptoms 11/30/80 
14:20:31 


Menopause 

effects on aging 10/15/82, 16:17:78-80 

estrogen replacement, see Estrogen, replacement 
therapy 

hormonal changes, LH and FSH 6/15/83, 17:11:91 
osteoporosis 6/15/83, 17:11:103 

side effects of 1/15/83, 17:1 86-95 

vasomotor flush 6/15/83, 17:11:100, 101 
Menstruation 


abnormal bleeding 12/15/84, 18:21 63-78 
10/15/84, 18:17°125-147 
adolescent 10/15/84, 18:17°151-164, 9/15/82 
16°15:12-23, 48-54 ~ 
uterine Dieeding. dystunctiona! 9/15/82. 
16 15:34-38 54 
FiowChart 9/15/82, 16:15:39 
amenorrhea. 
primary 9/15/82. 16 15:12-23, 48 
secondary 1/15/83, 17.1.85-86. 9/15/82 
16:15:28-34, 48-54 
Capsule Review. menstrual physiology 9/ 15/82 
16:15:12-13, 46 
dystunctional uterine Dieeding in adult 9/15/82 
16:15.38-48, 54-57 
FiowChart 9/15/82. 16:15.42-43 
see aiso Menstruation disorders, adolescent 
dysmenorrhea 9/15/82. 16:15 23-28, 48, 57 
FiowChart. in adolescent patient 9/15/82, 16:15:17 
due to myxedema 3/15/83, 175.24 
Mental disorders 


alcoholism. see Alcoholism 

autism 4/15/81, 15:7:15-33 

bret reactive psychosis 9/15/81. 15 15:165-169 

cretinism 3/15/83, 175:53-54 

dementia 6/15/80, 14:11:82-100 

depression. see Depression 

drugs and 11/15/84. 18:19°124-153 

emergency treatment 11/30/80. 14:20:14-134 
diagnosis 11/30/80. 14:20:14-60 
psychotropics 11/30/80. 14:2062-71 
substance abuse 11/30/80. 14:20:75-97 
suicidal patient 11/30/80, 14.20:101-134 

tamily problems. see Family 

geriatric. mental status exam 9/30/83, 17:16:195-199 

maryuana effects 5/30/80. 14:10 130-133 

medical causes of 
diagnosis 7/15/84, 18:13:23-51 
endocrinopatnies 7/15/84, 18 1355-84 
organic disorders 10/15/84. 18.1755-84 

memory loss 5/15/80. 14:9 18-65 

misdiagnosis of 1/15/82. 16:1:217-222 

primary care of 1/15/82. 16:1:167-223 

psychosomatic iliness 5/15/81. 15:9.128-136 

psychotropic drug therapy 1/15/82 
16.1.170-195, 201-206 

scnizophrema 9/15/81, 15.15 165 
diagnosis 1/15/84. 18:1 66-89 
management 1/15/84, 18:1.99-125 

suicide. management 1/15/82. 16 1222-223 
nsk factors 9/15/81. 15.15.150-159 

see also Psychoses; Suicide 


Mental retardation 

and autism 4/15/81, 15.721 

in Candidate tor valvular surgery 4/15/81 
15.7 140-142 





phenylketonuria, management 5/30/83, 17.10:147 
screening newborns 5/30/83. 17:10:146-147 
Mesothelioma 


due to asbestos exposure 3/15/83. 175.163 
and gastrointestinal cancer 3/15/83, 175.164 
smoking as risk factor 3/15/83, 17°5:164 

differentiating, pieural vs peritoneal 3/15/83 
17:5:166 

histologic types of 3/15/83, 175.169-173 

research 3/15/83, 175175 

staging. use of CT scan 3/15/83 
17:5:173-175 


disorders 
as Cause of coma 5/15/81. 15916 
electrolyte imbalance. induced by diuretic 
therapy 4/30/82, 16:8:62-95 
alkalosis 4/30/82. 16862-95 
hypercaicemia 4/30/82. 16:8:79-80 
hyperkalemia/ hypokalemia 4/30/82. 16.8:66-72 
hypernatremia/ hyponatremia 4/30/82. 16.8:62-66 
acute hypernatremia 4/30/82. 168:90 
hyperuricemia 4/30/82. 16:8:72-79 
hypomagnesemia 4/30/82. 16 8:79-80 
inborn errors, diabetic mother 3/30/80, 14674 
screening newborns 5/30/83, 17. 1095-116 
121-152, 4/30/83, 178.16-34 
see also Diabetes; Liver disorders; and speciic 
aisorder 


office 5/30/84, 18.10 18-63 
Migraine 


pediatric, treatment in U.K 3/30/80, 146110 

during pregnancy, management 5/30/80 
14:10:99-107 

propranolol for 1/30/83, 17246 

Mikulicz’ 


xerostomia 11/15/80. 14:19116-117 
Minerals 


nutrition supplements 5/30/84. 18 1086-124 
therapeut. juidelines 9/30/84. 181681-101 


complications, uterine perforation 5/15/83 
179:157 
costs 5/15/83, 17:9'143 
technique. Faiope ring or Hulka clip 5/15/83 
17:9:149, 153 
timbniectomy 5/15/83. 17:9:149 
Pomeroy ligation 5/15/83, 179149 
Uchida ligation 5/15/83. 179149 
Minnesota 


Personality inven 
in stress diagnosis 9/15/81, 15 15 100-104 
Mitral 


vaive prolapse 
diagnosis 2/28/81, 15.4 108 
, see Down's syndrome 
infectious 


caused by cytomegalovirus 6/30/83, 17:12:68-69 
caused by Epstein-Barr virus 6/30/83, 17 1260-61 
11/15/81, 15:19:200. 220-221 
complications 6/30/83, 17.1261. 64. 73 
diagnosis and management 12/15/84. 18 2151-53 
6/30/83, 17:1267-68, 73-74, 12/15/80 
14:21 80-81 
use of corticosteroids 12/15/80. 14.21 80-81 
laboratory tests. heteropnil antibody, rapid siide 
6/30/83. 17 1267-68 
Morphine, see Opiates 
Motion sick: 


ness 
during air travel 6/15/82. 1611.43 
prevention 3/30/80. 146 114-128 
Patient Education Aid 3/30/80. 14.6 118-119 
Motor system 
congenital 5/30/83, 17:10:137-139 
diagnosis 5/30/82. 16 10: 16-56 
cerebellar lesions. tremor 5/30/82 
16:10:30, 32 
extrapyramidal lesions. Parkinson s disease 
and chorea 5/30/82. 16.10 27-28, 30 
pyramidal lesions, stroke. MS 5/30/82 
16 10:26-27 
Parkinsons disease. see Parkinson's disease 
tremor. evaluating anc treating 11/30/81. 15. 2024-38 
Grug therapy 11/30/81. 15.20 36, 44-48 
mention 11/30/81, 15 2032-35 
Wilson's disease 11/30/81, 15:20 35-36 
postural. endocrine-reiated. hypoglycemia 
11/30/81. 15 2027-32 
pheochromocytoma 11/30/81. 15 20 32 
thyrotoxicosis 11/30/81. 15.2030 
essential 11/30/81. 15 20 30 
physiologic 11/30/81. 152030 
resting 11/30/81. 152026 
stereotaxic surgery 11/30/81, 152048 
see also Physiatry; and specific disorder 
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Mouth 

stomatitis venenata 11/15/60, 14:19:110-113 
torus mandibularis 11/15/80, 14:19:110-113 
torus palatinus 11/15/80. 14:19:110-113 
xerostomia 2/29/84, 18:4:42-79 

Multiple intarct 


as cause of dementia 2/28/83, 17:4:56 
sclerosis 


diagnosis 11/30/81, 15:20:35 
nystagmus as symptom of 7/15/81, 15:13:66-75 
spasticity, due to decreased neurotransmitter 
5/30/82, 16:10:27 
treatment, with bacloten 5/30/82, 16:10:27 
vertigo as initial symptom of 5/30/81, 15:10:47 
ia gravis 
diagnosis, electromyography 1/15/83 
17:1:19-25 
edrophonium chionde test 5/15/81, 15:9:4z 
emergency care 5/15/81, 15:9°42 
neonatal 5/30/83, 17:10:139 
see also Cell receptor 
Mycoses 
differentiation from psonasis 5/15/8¢ 
Myeloma, multiple, see Cancer 
Myocardial intarction 
acute, anticoagulant therapy 11/15/82 
16:19:50, 55-57, 62-64 
controversy over 11/15/82 
heparin, adrmmstering 11/15 
62-63 
atropine, indications for 11/15/82, 16:19:46, 48, 50 
B-biocker therapy 6/30/83, 17:12:17-27 
complications and thew treatment 2/15/83 
17:3:91-131 
arrhythmia, supraventricular 2/15/83 
17:3:98-111 
drug therapy 2/15/83, 17:3:106-111 
ventricular, asystole and fibrillation 2/15/83 
17:3:91 -92 
extrasystole, PVCs 2/15/83, 17 
tachycardia 2/15/83, 17:3:92-96 
atrioventricular block 2/15/83, 17:3:111-116 
congestive heart failure 2/15/83, 17:3:117-121 
extensive ischerma, Dalloon pump 2/15/83 
17:°3:127-131 
hypotension 2/15 
war'r 15/83 
pericarditis, corticostero:d 
17:3:116-117 
streptokinase therapy 7/15/83, 17:13:272-273 
surgery, indications 2/15/83, 17:-3:126-131 
diagnosis and treatment 11/15/81 15:19:27-85 
complications of treatment in Britain, Overseas 
Observer 11/30/83, 17:20:207 
1 1619-36-37 


14:967-91 


16:19:50. 55 


3:96-98 


and digita yse 11/15/82 
echocardiography in 11/15/81, 15:19:7 
electrocardiogram characteristics 11/15/81 
15:19°'45-52, 62-63, 72-73 
emergency care 11/15/82, 16:19:15, 18-19 
enzyme changes, CPK 11/15/81, 15:19°50-61 
FlowChart, initial treatment 11/15/82, 16:19:24 
Stabilizing the patient 11/15/82, 16:19:58-59 
home care 11/15/82. 16:19:19, 23, 27 
laboratory tests 11/15/81, 15:19°61-66 
sdocaine HC! 11/15/82. 16:19:27-36 
administration of 11/15/82, 16:19:30, 32, 35-36 
prophylactic use 11/15/82, 16:19:27-28, 30 
managing hypertension 11/15/82. 16:19:44, 46 
nitroglycerin and nitrates 11/15/82, 16:19:40 
42-44 
nuclear imaging tests 11/15/81, 15:19:66-70 
physical examination 11/15/81, 15:19:41-42 
releving pain and anxiety 11/15/82, 16:19:37-38, 40 
routine orders 11/15/82. 16:19:64-65 
Stabilization of 11/15/82, 16:19:15-65 
symptoms of 11/15/81, 15:19:27-32 
silent” 11/15/81, 15:19:28 
antiplatelet therapy 7/15/80, 14:13:82-91 
aspirin research 7/15/80, 14:13:91 
arteriography study 11/15/81, 15:19:83 
B-biocker therapy 6/30/83, 17:12:17-55 
1/30/83, 17:2:39-45 
prophylaxis, oral timolol maleate 1/30/83 
17:2:42-45 
Capsule Review 11/15/81, 15:19:22, 83-85 
as Cause of cardiogenic shock 7/15/83 
17:13:255-277 
as Cause of stress 11/30/81, 15:20:133 
diagnosis and management 1/15/82 
16:1:146-152 
family reactions 11/30/81, 15:20°134-136 
home care, in U.S. and U.K. 11/15/82, 16:19:19, 23, 27 
5/15/80, 14:9:92-119 





routine orders 11/15/82, 16:19:°64-65 

subendocardial, transiumunal 11/15/81 
15:19:79-83 

ventricular premature beats during 2/28/82 
16:4:55-57 

see also Cardiac disorders; Cardiac surgery 

Myocionus, nocturnal 

diagnosis and treatment 8/15/80, 14:14:166 

Myofascial pain 

syndrome 4/15/84, 18:7:99-106 

Myomectomy 

tor leiomyomas 6/15/80, 14:11:80 

Myri y 

for hearing loss, indications 12/15/80, 14:21:37-40 

for otitis 9/15/83, 17:15:124-135 

Myxedema 

and cardiovascular effects 3/15/83, 17:'5:24, 46 

as Cause of hearing loss 3/15/83, 17:5:24. 46 

as Cause of menstrual disorder 3/15/83, 17°5:24 

coma, management 4/15/84, 18:7:°67-85 

as sign of hypothyroidism 3/15/83, 17:5:21-24 


Narcotics, see Opiates 

Nasal 

management 10/30/83, 17:18:111-127 

see also specilic disorder 

National Center for Health Education, The 
functions of 1/15/80. 14:1:153 

National Health insurance (NHI) 
physician-patient survey 1/15/80, 14:1:60-76 

National Health Planning and Resources 
Development Act 

and Health Systems Agency 8/15/80 
14:14:184-2 

National Health Service Corps 

physician distribution 11/15/80, 14:19:148-149 
9/15/80, 14:15:180-181 

Natural childbirth, see Labor and delivery 

Nausea 

during pregnancy, treatment 5/30/80, 14:10:99-106 

Neck masses 


causes in children 4/15/84, 18:7:12-28 
Causes in older adults 4/15/84, 18:7:56-65 
Causes in young adults 4/15/84, 18:7:30-55 
diagnosis of 4/30/84, 18:8:100-131 
hemangiomas 6/30/84, 18:12:141-147 
imaging techniques 5/30/84. 18:10:65-85 
malignant, treatment 6/15/84, 18:11:141-173 
Neck pain, see Pain 

Neonate, see Infants 

Neoplasms, see Cancer 

Nephritis, see Kidney disorders, chronic failure 
Nephrotic syndrome, see Kidney disorders, 
chronic failure 


Nervous system disorders 
autism 4/15/81, 15:7:15-33 
brain electrical activity mapping 1/15/81, 15:1:61-66 
as cancer complication 3/30/80, 14:6:22-25 
CNS deterioration, syphilis 5/15/80, 14:9:38, 61 
coma 5/15/81, 15:9:15-33 
computerized tomography 1/30/83, 17:2:52-70 
cramal arteritis, as cause of 7/15/82, 16:13:154 
cryptococcosis 8/ 15/82, 16:14:146 
diabetic neuropathies 4/15/80. 14:7:136-140 
dizziness 7/15/81, 15:13:41-102 
evaluation 5/30/81, 15:10:23-61 
categories of 5/30/81, 15:10:36 
for central vs peripheral causes 7/15/81 
15:13:57-67 
patient questionnaire 5/30/81, 15:10:29, 33 
Romberg test, for balance 7/15/81, 15:13:62 
testing for nystagmus, ENG and Nyien-Barany 
maneuver 7/15/81, 15:13:68-75, 87 
encephalopathy 5/15/81, 15:9:49, 52 
endocarditis, subacute infective, as cause of 
7/15/82, 16:13:154 
epilepsy 10/15/83, 17:17:107-149, 153-160 
9/15/83, 17:15:171-181; 7/15/83, 17:13:21-52 
69-86; 5/15/81, 15:9:33-39 
facial pain 2/15/84, 18:3:104-135 
Guillain-Barz7é syndrome 5/15/81, 15:9:40-42 
learning disability, neuromaturational testing 
3/30/82, 16:6:31-36, 54-57 
memory loss 5/15/80, 14:9:18-65 
mental retardation. see Mental retardation 
moyamoya, as cause of 7/15/82, 16:13:154 
multiple sclerosis, nystagmus as symptom 7/15/81 
15:13:68-75 
FlowChart, neurologic evaluation 7/15/81 
15:13:82-83 
myasthenia gravis 5/15/81, 15:9:42 
neuroblastoma 2/15/82. 16:3:30, 60-61 





neurologic deficit 9/30/83, 17:16:75-164 
etiology 9/30/83, 17:16:106-107 
physiology and diagnostic tips 9/30/83 
17:16:144-153 
see also Neurologic exam 
optic neuritis, Marcus Gunn pupil 4/15/80, 14:7:68-69 
Parkinson's disease, see Parkinson's disease 
psychiatric symptoms 11/30/80, 14:20:14-60 
rhabdomyolysis 5/15/81, 15:9.42-44 
spinal cord compression 5/15/81, 15:9:48-49 
stereotaxic neurosurgery t /30/83, 17:2:63-70 
stress related 9/15/81, 15:15:60-61 
strokes 5/15/81, 15:9:45-48; see also Stroke 
vertigo 5/30/81, 15:10:23-61 
vestibular disorders 5/30/81, 15:10:55-56 
vision loss 5/15/81, 15:9:48 
see also Brain diseases; Spinal disorders; and 
specitic disorder 


Neuroleptics 
in psychiatric emergency 11/30/80, 14:20:62-66 
Neurologic exam 
caloric testing 9/30/83, 17:16:83 
case studies 9/30/83, 17:16:141-143 
cranial nerves 9/30/83, 17:16:86-119 
eighth through twelfth 9/30/83, 17:16:119 
olfactory 9/30/83, 17:16:86 
optic 9/30/83, 17:16:87-106, 157-160 
fundus 9/30/83, 17:16:93 
papilledema and optic atrophy 9/30/83 
17:16:94-106, 157-160 
visual fields 9/30/83, 17:16.88-89 
pupillary exam 9/30/83, 17:16:111-114, 160-161 
third, fourth and sixth 9/30/83, 17:16:107-111 
trigeminal and facial nerves 9/30/83, 17:16:114-118 
diagnostic tips 9/30/83, 17:16:144-153 
etiology of disorders 9/30/83, 17:16:106-107 
Glasgow coma scale 9/30/83, 17:16:164 
laboratory tests 9/30/83, 17:16:135-136 
mentai status 9/30/83, 17:16:76-78 
motor system 9/30/83, 17:16:121-123 
overview, physiology and diagnostic tips 9/30/83 
17:16:144-153 
reflexes 9/30/83, 17:16:130-131 
sensory system 9/30/83, 17:16:123-130 
skull exam 9/30/83, 17:16:78-84 
vital signs 9/30/83, 17:16:75-76 
Neuropathy, see Peripheral nerve disorders 
Neuroses, see Anxiety: Depression; Mental 
disorders 
Newborn, see Infants 
Nicotine 
gum for smoking cessation 12/15/84, 18:21:96 (RR) 
6/15/84, 18:11:196-203 
Nitrates 
for angina 1/15/84, 18:1:23-63 
for MI, acute, nitroglycerin 11/15/82, 16:19:40, 42-44 
Nodes 


Bouchard’s, in osteoarthritis 2/28/81, 15:4:37 
Heberden's, in osteoarthritis diagnosis 2/28/81 
15:4:19, 28, 33, 37 

inflammation of 2/28/81, 15:4:70-71 

see also Neck masses 

Nosebleed, see Epistaxis 

Nurse practitioner 

independent, as source of primary care 10/30/82 
16:18:39-47 

and patient education at Mansfield Family Practice 
6/15/84, 18:11:117-121 

as primary care provider 6/15/81, 15:11:175-188 

utilization in primary care 10/15/80, 14:17:172-200 
8/15/80, 14:14:225-233 

see also Paramedical personnel 

Nutrition 


for cancer patient 3/30/80 . 14:6:25. 28 

geriatric 11/30/83, 17:20:130-134 

pediatric patient 4/15/82, 16:7:182-194 
for decubitus ulcer patient 9/15/82. 16:15:74 
and emotional disorders 10/15/84, 18:17:55-70 
fasting 9/30/83, 17:16:200 
geriatrics 2/15/80, 14:3:94, 98; 1/30/80, 14:2:82, 85 
for immunocompromised patient 6/15/83, 17:11:55 
56, 87, 88 
lactose intolerance 7/15/80, 14:13:136-160 
pregnancy guidelines 3/15/81, 15:5:20-60 

Patient Education Aids 3/15/81, 15:5:31, 32, 39-41 
problems, American diet 10/15/81, 15:17:185 
vitamin and mineral supplements 9/30/84 

18:16:81 -101; 5/30/84, 18:10:86-124 

in Great Britain, Overseas Observer 12/15/84 
18:21:94-95 

vitamin C, determining need for 5/15/83, 17:9:27, 30 
34-35, 47, 58, 63-64, 67-68 


see also Diet, Nutrition disorders 
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disorders 
due to selective malabsorption 8/15/81 
15:14:159 
endocrinopathy, as cause of amenorrhea 9/15/82 
16:15:27-28 
malabsorption of nutrients, index of causes 
symptoms, lab tests 10/15/81, 15:17:166-177 
mainutrition, treating, aggressive nutrition 1/30/81, 
15:2:50-103 
enteral feeding, FiowChart 1/30/81, 15:2:74-75 
formula, choice of 1/30/81, 15:2:60-72, 98-99 
indications 1/30/81, 15:2:51-55 
intubation 1/30/81, 15:2:56-60 
monitoring, nitrogen balance test and stress index 
1/30/81, 15:2:57 
protein-sparing 1/30/81, 15:2:72, 79 
nutritional support admunis*ered via Hickman 
intracardiac catheter 5/30/82. 16:10:133-135, 139 
151, 154-155 
aggressive, FiowChart 1/30/81, 15:2:74-75 
during pregnancy 
lactose intolerance 3/15/81, 15:5:30, 52 
pica 3/15/81, 15:5:30, 52 
psychiatric symptoms 11/30/80, 14:20:59 
TPN, FlowChart 1/30/81, 15:2:80-81 
formulas 1/30/81, 15:2:84-86, 91-92 
implementing, and complications 1/30/81 
15:2:87-99 
indications 1/30/81, 15:2:79-102 
inserting catheters 1/30/81, 15:2:72-73, 84-85 
see also Diet; Nutrition 
Nystagmus 
testing for, in patient with vertigo 7/15/81 
15:13:68-75 
ENG and Nyien-Barany maneuver 7/15/81 
15:13:68-75, 87 


Obesity 
as diabetes factor 3/15/82, 16:5:162, 169, 194 
3/15/80, 14:5:32, 45-48, 146-147, 164-165 
as endometrial cancer risk factor 6/15/83 
17:11:91-92 
as factor in osteoarthritis 2/28/81, 15:4:42-43 
primary care physician's role in care 5/15/82 
16:9:80 
as sterilization risk factor 5/15/83, 17:9:139 
as stroke risk factor 4/15/82, 16:7:20 
, see Cesarean section; Labor and 
delivery; Perinatal care; Pregnancy 
Occu diseases 
asthma 8/15/81, 15:14:43, 51, 54 
due to industrial allergens 10/30/81, 
15:18:63-64, 77 
headache 7/15/80, 14:13:112, 117 
hypersensitivity disorders 10/30/81, 15:18:68-69 
insomnia, rotational shifts 8/15/80, 14:14:167 
lung Cancer, exposure to carcinogens 1/15/83, 
17:1:175 
and asbestos-related iung disorders 1/15/83, 
17:1:180-181 
mesothelioma, asbestos exposure as Cause 
3/15/83, 17:5:163-184 
osteoarthritis 2/28/81, 15:4:33, 37 
stress-induced, noise pollution 9/15/81, 15:15:132 
see also Occupational health hazards 
Occu: health hazards 


high pressure injection injuries 6/15/81, 
15:11:65-67, 70-71 

see also Occupational diseases 

Ol a * at “maga emis 





neurologic characteristics 11/30/81, 15:20:26 
, see Cancer 


y 
contact lenses, extended wear 1/15/81 
15:1:112-122 
diabetic retinopathy 4/15/80, 14:7:131-134 
Grug therapy 4/15/80, 14:7:46-49 
glaucoma screening 9/15/84, 18:15:16-51 
intraocular lens 1/15/81, 15:1:122-124 
laser surgery 1/15/82, 16:1:110, 117 
in pregnant diabetic 3/30/80, 14:6:91-93 
techniques for primary physician 4/15/80, 14:7:16-69 
methods in U.K. and U.S. compared, Overseas 
Observer 10/30/80, 14:18:144-147 
see also Eye disorders 


buprenorphine therapy 1/15/81, 15:1:36 

clonidine detoxification 2/15/81, 15:3:187-191 

dosages 12/15/81, 15:21:16-17 

heroin abuse, trends and treatment 2/15/81, 
15:3:182-191 








in pain, 
acute 1/30/84, 18:2°51-61 
chronic 3/15/84, 18:5:168-181; 1/30/84, 
18:2:26-32 
selection of, heroin vs morphine 12/15/81, 
15:21:17-18 


mixed agonists/antagonists 12/15/81, 15:21:18-20, 


22-23 
NSAIDs as analgesics 12/15/81, 15:21:20, 
22-23 


oral, and overdose risks 12/15/81, 15:21:23, 26 
toxic psychosis 11/30/80, 14:20:14-60 


attitudes toward 12/15/84, 18:21:25 (RR) 
Oral 


contraceptives 
adolescent use, for menstrual dysfunction 9/15/82, 
16:15:23-24, 27, 35, 37 
antithrombotic therapy 7/15/80, 14:13:95-96 
endometriosis therapy 9/15/82, 16:15:35, 38 
in gallstone etiology 10/15/80, 14:17:150-153 
as headache cause 7/15/80, 14:13:125 
and hyperlipidemia 10/30/80, 14:18:17, 38 
stroke incidence 4/15/82, 16:7:21-22 
vitamin C interaction 5/15/83, 17:9:26 


ambulatory aids 5/30/84, 18:10:126-156 

ankle injunes 3/15/81, 15:5:108-145 

arthrography 7/15/84, 18:13:115-117 

arthroscopy 7/15/84, 18:13:86-117 

casting, Scotchcast 1/15/81, 15:1:129-130 

elbow injury 4/15/81, 15:7:68-85 

osteoarthritis 2/28/81, 15:4:14-88 
surgical management 5/30/81, 15:10:121-136 

shoulder injury 4/15/81, 15:7:34-67 

total hip replacement, alternative procedures 
5/30/81, 15:10:122-131, 135, 138 

wheelchairs 6/15/84, 18:11:48-86 

see also Arthritis; Foot, congenital disorders; Joint 
disorders; Joint replacement, Joints; Osteoarthritis; 
and specific disorder 

Orthotic devices 


materials and design 1/15/83, 17:1:61-65 
use with electric stimulation 1/15/83, 17:1:65 
role of biofeedback 1/15/83, 17:1:41 


- disease 
diagnosis 2/15/81, 15:3:134-140 
Osteoarthritis 


FlowChart 5/30/81, 15:10:116-117; 5/15/81, 
15:9:106-107 

and hemochromatosis 9/30/82, 16:16:109 

Patient Education Aid 5/15/81, 15:9:83 
treatment 5/15/81, 15:9:84-85 

physical examination for 2/28/81, 15:4:24, 26, 51 
diagnosis by 9/30/82, 16:16:25 

surgery, for OA management 5/30/81, 
15:10:121 -136 

unloading, for OA patient 5/15/81, 15:9:99-113 

see also Arthritis; Joints; Orthopedics 

Osteopathic medicine 


manipulative therapy, 
for chest wall pain 5/15/84, 18:9:45-75 
muscle energy technique 8/15/84, 18:14:137-176; 
5/15/84, 18:9:16-42 
reviewers’ comments 8/15/84, 18:14:179-189; 
5/15/84, 18:9:75-97 


practitioner 
as source of primary care 10/30/82, 
16:18:103-106 


Osteoporosis 
corticosteroid therapy, effects on 5/30/81, 15:10:85; 
4/30/81, 15:8:35 
diagnosis and management 2/28/83, 17:4:39; 
2/15/80, 14:3:148-157 
spinal CT scan and photon absorptiometry 
1/15/83, 17:1:95 
effects of vitamin C megadoses 5/15/83, 17:9:26 
estrogen replacement therapy 2/15/80, 
14:3:153, 156 
pain management 3/15/84, 18:5:129-158 


diagnosis 2/15/82, 16:3:32, 60 
see also Cancer 
Otitis 


aerotitis media 12/15/80, 14:21:48 
antibiotics for 1/30/80, 14:2:53, 76 
oral ampicillin and amoxicillin therapy 1/30/80, 
14:2:53, 76 
barotitis media, barosinusitis during air travel 
6/15/82, 16:11:25, 29, 32, 37 
in scuba diver 6/15/82, 16:11:126-127, 
130-137 
diagnosis and management 12/15/80, 
14:21:31-48 
externa 6/15/82, 16:11:116-117, 125-126 





media, diagnosis 9/15/83, 17:15:94-107 
ear exam 9/15/83, 17:15:94-96 
tympanocentesis 9/15/83, 17:15:96, 100-106 
tympanometry 9/15/83, 17:15:106-107 
and hearing loss 9/15/83, 17:15:120-124 
management 9/15/83, 17:15:108-143 
antibiotic therapy 9/15/83, 17:15:108-109 
decongestants and antihistamines 9/15/83, 
17:15:110-115 
FlowChart 9/15/83, 17:15:132-133 
follow-up care 9/15/83, 17:15:119-120 
myringotomy 9/15/83, 17:15:124-135 
recurrent 9/15/83, 17:15:120-124 
ventilation tubes 9/15/83, 17:15:135-139 
Patient Education Aid 9/15/83, 17:15:142-143 
pediatric recurrent 12/15/80, 14:21:37, 38, 40 
adenoidectomy 12/15/80, 14:21:91 
irrigation 5/15/81, 15:9:118-122 
myringotomy for 12/15/80, 14:21:37, 38 
pathogens, common 12/15/80, 14:21:31-32, 33 
Patient Education Aid—middle ear infection 
12/15/80, 14:21:42 
pharyngeal-eustachian tubes 12/15/80, 14:21:40 
pneumatoscope 12/15/80, 14:21:33, 34 
tympanography 12/15/80, 14:21:33 


laryngoscopy 1/15/84, 18:1:207-214 (PFYP) 
laser surgery 1/15/82, 16:1:118-121 
Outlock 


immunotherapy for cancer 10/15/84, 18:17:210-211 
vaccines 9/30/84, 18:16:103-104 
Ovarian , see Cancer 


Overseas 

allergy terminology 9/15/84, 18:15:169-171 

congenital hip disorders in Great Britain 3/15/84, 
18:5:205-212 

constipation in Great Britain 7/15/84, 18:13:252-253 

herpes zoster in Great Britain 2/29/84, 18:4:185-188 

pain clinics in Great Britain 7/15/84, 18:13:253-258 

temporomandibular joint syndrome in Great Britain 
6/30/84, 18:12:148-149 

vitamin supplements in Great Britain 12/15/84, 
18:21:94-95 


me Ay -d 
in COPD 11/30/84, 18:20:86-91 
in congestive heart failure 11/15/80, 14:19:60 


diagnosis and management 10/30/80, 14:18:98-105 


Pacemakers 
in bradyarrhythmias 11/30/84, 18:20:14-53 
evaluation of function 12/15/81, 15:21:56-58 
malfunctioning 12/15/81, 15:21:68, 72-73, 77 
— of 12/15/81, 15:21:65, 68 
's 


disease 
of vulva, diagnosis 1/15/83, 17:1:136 
Pain 


abdominal, acute. 
diagnosis 6/30/84, 18:12:18-54 
upper 8/15/84, 18:14:102-134 
in gallbladder disease 7/15/80, 14:13:21, 56 
acupuncture for 1/15/84, 18:1:199-201 (WYPA) 
acute, narcotic therapy for 1/30/84, 18:2:51-61 
cancer, management, 
drug control 2/15/83, 17:3:135; 1/15/82, 16:1:75-81 
in the elderly 11/30/83, 17:20:118-130 
TENS, relaxation techniques 1/15/82, 16:1:81-82 
Capsule Review, neurophysiology of 1/30/84, 
18:2:24-27 
chest, evaluation of 8/15/81, 15:14:186-189 
chronic, 
management, 
at clinics 9/30/84, 18:16:16 (RR), 3/15/84, 
18:5:129-158; 1/30/84, 18:2:81-98 
in Great Britain, Overseas Observer 7/15/84, 
18:13:253-258 
drug therapy 3/15/84, 18:5:160-187 
narcotic agonists/antagonists 1/15/81, 
15:1:35-38 
nonnarcotic analgesics 1/15/81, 15:1:38 
other therapies 4/15/84, 18:7:100-115 
overview 1/30/84, 18:2:24-49 
prevention 1/30/84, 18:2:51-79 
syndromes 4/15/84, 18:7:89-115 
in diabetic neuropathy 4/15/80, 14:7:136-139 
facial 2/15/84, 18:3:104-135 
as sinusitis symptom 4/15/82, 16:7:82, 85 
joint pain, FlowChart 2/28/81, 15:4:78-79 
management, 
with acupuncture and TENS 10/15/81, 
15:17:188-193 
brain stimulation, research 1/30/63, 17:2:69-70 
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Rocky Mountain spotted fever, ticks 

as cause of 7/15/82, 16:13:21-23, 32, 37-38 
Patient Education Aid 7/15/82, 16:13:45 

roundworm. human toxocariasis 3/30/81 
15:6:18-22 

scabies 7 

vaginitis 


view, pathopnysiolo 


jrug therapy 
anticholinerg 
14:17:74-81, 88-89 
antitustamuine antiviral agent 
81-84. 88-89 


dopa 11 
| 84-95 


_Patient Education Aids 





epidemiology, etiology 10/15/80, 14:17:85 
gait 1/15/79, 13:1:121-122 
mpaired balance in 5/30/81, 15:10:61 
Patient Education Aid 10/15/80, 14:17:102-105 
stereotaxic surgery 11/30/81, 15:20:48; 10/15/80 
14:17:109, 117 
treatment 5/20/82, 16:10:32-50 
Patient education 
American Diabetes Association 3/15/80 
14:5:216-217, 221 
artificial respwation, FiowChart 6/15/82, 16:11:173 
asthma management 8/15/81, 15.14:130-131 
autism 4/15/81, 15:7:24, 28, 29 
reading list 4/15/81, 15:7:29 
award winners at Mansfield Family Practice 
6/15/84, 18:11:115-138 
award winners at Valley Medical Center of Fresnc 
6/30/84, 1812:127-137 
breast cancer, books 8/15/82. 16:14:82-93 
ancer hot-line program 3/15/81, 15:5:198-210 
car seats 10/15/84, 18:17:166-180 
for chronically ill patient 6/30/81, 15:12 23-53 
30/81. 15:10:100 


orticosterond side effects 5 





cost control practices 7/15/81, 15:13:210-211 
deep wounds, first aid, FlowChart 6/15/82 
16:11:110-111 
diabetes 
clubs 3/15/80, 14:5:208-226 
contro! 3/15/80, 14-5:168-204 
reading list on 4/15/80, 14:7:132 
drowning rescue, FlowChart 6/15/82. 16:11:174-175 
economics of 5/30/84, 18:10:16 (RR), 4/30/84 
18:38:19 (RR 
fitness and exercise 7/15/82. 16:13:292-296 
on health and disease prevention 1/15/80 
14:1:142-164 
heat exhaustion, FlowChart 6/15/82, 16:11:193 
heatstroke, FlowChart 6/15/82, 16:11:194 
hydrocortisone, OTC 1/15 81, 15:1:178-179 
mpotence, reading list 2/28/82, 16:4:110-117 
nmsurance benefits for 1/15/80, 14:1:161 
anguage. techniques of use 6/15/80 
14:11:126-144: 5/15/80, 14°9:148-160: 1/15/80 
14:180-106 
fe expectancy calculation 10/15/81 
15:17:188-189 





Acquired immune deficiency syndrome 
prevention 1/30/84, 18:2:154-156 


seSior and answe 1 18:1 186-188 


aking DIOODG pressure 1f 
Cardiovascular disorders 
noma 

qué 

treatment 1 

neart atta 
hyperter 
Child care 
ar seal 1 


WVUISIO#N 


takir 
wine pe 
Common problems 


yds ar 3/30/80. 14:16°1 


4¢ 


stipation 2/29/84, 18:4:146 
15/80, 14:21:15 


29/84, 184:78 


ONS and answer 
treatment 3 
Counseling 


sexuality, referer 


84 18668-69 


marrage, genoorarr 
relaxation therapy & 
sleep problems 8/15 
see also Psychiatry 
Dermatology, see Skin disorders 
Diets 


jiabetic 3/15/80, 14:5:133-138 

Ow Sail, sodium. and potassium food ¢ 
9/30/82 16:16:94-100 

se€ a Nutrition 

Drugs 

nhalers. how to use 7/15/84, 18:13:212-213 
mection sites for insulin 3/ 15/80, 14°5:127-128 
nmsulin use 3/15/80. 14:5:121-122 
medication guidelines 3/15/83, 17:5:190-192 
2/15/80, 14:3:145-146 

penicillin 4/30/84, 18:8:46-47 

prenatal medication 5/30/80. 14:10:84-85 








a medication 1/15/84, 18:1:124-125 


older persons 1 15/82. 16:17°111-114 

30/80, 142:91 
for rheumatoid arthritis 11/30/82. 16:20°80-85 
strenath for skung 11/30/83. 17:20:170-173 
stretching for skung and skating 11/30/83 
17:20:151-155 
Gastrointestinal disorders 
Jiarrhea, home care 3/15/81, 15:5:163 
enemas, self-admuinistered 3/30/86 
14:6:133-138 
ntestinal worms, avoiding reinfection 8/15/83 
17:14:281 
pinworm eag collection 8/15/83, 17:14:273-274 
stool specimen collection 8/15/83, 17:14:27 
Gynecology and obstetrics 
breast self-exam 3/15/82, 16:5:57-58 
menstruation 10/15/84. 18:17:192-194 
prenatal medication 5/30/80. 14:10:84-85 
prenatal! nutrition, food record 3/15/81, 15£ 
guidelines 3/15/81, 15°5:39, 41 
vaginitis 4/30/82. 16:8:26-33 
Health insurance 
Medicare, appealing decisions 12/15/82 
16211 173 
Medicare check is less than expected 12/15/82 
16:21:160-162, 167 
Medicare. filing claims 12/15 
Infections 
olds and flu, home care 9/30/80. 14:16:136-137 
middie ear 12/15/80. 14:21:42-43 
Rocky Mountain spotied fever 7/15/82. 16:13:45 
sore throat 12/15/80, 14:21:60-61 
ticks 3/30/81, 15:6:36-38 
injuries and accidents 
animal bites, FlowChart 7/15/82, 16:13:67 
burn prevention checklist 10/15/81, 15:17:77 
first aid for burns 10/15/81, 15:17:78-79 
frostbite prevention 11/15/83, 17:19:111-112 
home treatment of burn injury 10/15/81, 15:17:83 
hypothermia 11/15/83, 17:19:149 
nsect stings, FiowChart 7/15/82. 16:13:65-66 
scuba diving 6/15/82. 16:11.139 
snake bites, FlowChart 7/15/82. 16:13:68-69 
wound healing 7/15/84. 18:13:166-167 


31-32 


71 


jrabetic diet 3/15/80. 14:5.133-138 
Jiabetic emergencies 3/15/80, 14:5:184-188 
Medic-Alert ID 3/15/80, 14:5:132 
diabetic foot care 4/15/80, 14:7:116-117 
myection sites for insulin 3/15/80, 14.5:127-128 
nsulin use 3/15/80, 14:5:121-122 
testing urine 3/15/80, 14:5:142-144 
understanding diabetes 3/15/80, 14°5:160-181 
Musculoskeletal disorders 
arthroscopy 7/15/84, 18:13:106-108 
osteoarthritis, patient questions 5/15/81, 15:99:83 
treatment 5/15/81, 159'64-85 
see also Exercise 
Nervous s disorders 
epilepsy, questions and answers 10/15/83 
17:17:137-138 

seizures, first aid for 9/15/83, 17:15:176-177 





Nutrition 
diabetic diet 3/15/80, 14:5:133-138 
vitamin and mineral supplements 5/30/84 
18:10:122-124 
vitamin C 5/15/83, 17:9:38-40 
see a/so Diet 
Pain 
cluster headache 7/15/80, 14:13:21 
temporomandibular joint syndrome 1/15/84 
18:1:148-150 
tension headache 6/30/80, 14:12:48-49 
Peripheral vascular disease 
Raynaud's syndrome 11/30/83, 17:20:101-102 
Poisoning 
carbon monoxide 11/15/83, 17:19:175-176 
plant poisoning 8/15/82. 16:14:231, 235 
poison ivy. oak, sumac, FlowChart 8/15/82, 16:14:236 
Psychiatry 
schizophrenia 
medication 1/15/84, 18:1:124-125 
questions and answers 1/15/84, 18:1:92-94 
see also Counseling 
Radiology 
digital subtraction angiography 9/15/83, 17:15:31-32 
ultrasonography 2/15/84, 18:3:64-65 
Respiratory tract disorders 
asthma, controlling 11/15/81, 15:19:188 
avoiding irritants 11/15/81, 15:19:190-191 
nfant allergies 11/15/81, 15:19:187 
inhaler use 11/15/81. 15:19:192-197 
questions and answers 11/15/81, 15:19:126-130 
chronic obstructive pulmonary disease 5/15/84 
18:9:158-160 
exercise and diet 11/30/84, 18:20:109 
oxygen therapy 11/30/84, 18:20:109 
postural drainage 11/30/84, 18:20:109 
colds and flu 
common cold 11/15/83, 17:19:49-50 
home care 9/30/80, 14:16:136-137 
Skin disorders 
acne 8/15/83, 17:14:160-167 
pruritus 10/15/84, 18:17:185 
sunburn 6/15/82. 16:11:188 
worms, mites, or lice 10/15/84, 18:17:189-190 


Sterilization 

female 5/15/83, 17:°9:146 

male 7/15/83, 17:13:195-196 

Stroke 

understanding 8/15/82. 16:14.295-307 

Travel 

air trave! comfort 6/15/82, 16:11:50-51 

altitude iliness 6/15/82, 16:11:82-83 

diarrhea management 9/15/82, 16:15:162, 165 
malaria, avoiding mosquitoes 7/15/82, 16:13:125 
staying healthy 9/15/82, 16:15:157, 160 
Urologic disorders 


bladder infections 2/29/84, 18:4:40 
kidney stones 11/15/84, 18:19:157-163 
urine specimen, female 2/29/84, 18:4:38-39 
6/15/80. 14:11:120-121 

female child 6/15/80, 14:11:120-121 
Vaccines 
influenza and amantadine 8/15/84, 18:14:92-96 
pneumococcal 8/15/84, 18:14:101 
Vasectomy 
questions and answers 7/15/83, 17:13:195-196 
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Patient education continued 

marine animal wounds, FiowChart 6/15/82 
16:11:108 

munor cuts, first aid, FlowChart 6/15/82 
16:11:109 

myocardial infarction nsks 11/15/81, 15:19:71, 78 

oral hypoglycemics risk 3/15/80, 14:5:157. 162 

parents of children with chronic iliness, reading list 
8/15/81. 15.14:222-223 

pharmacist's role 2/29/84, 18'4:166-168 

physical fitness, patient's reading list 10/15/82 
16:17:103 

principles of practice promotion 5/15/80 
149:134-147 

radio talk show, family medicine, intermew with 
Robert B Litman, MD 11/15/81, 15.19:232-255 

record sharing 1/15/80. 14:1:108-141 

Rocky Mountain spotted fever 7/15/82 
16 13:32-38, 45 

seit care 7/15/82. 16:13:285-292 

sex education 11/15/82, 16.19:67-116 

smoking cessation program 8/15/80 
14.14°86-121 

stress assessment 10/15/81. 15:17 182-184 

trends in 5/15/84, 18:9:12 (RR). 4/15/84 
18:7:154-155 (RR); 2/29/84, 18:4:149-176 
2/15/82. 16:3:227-243 

for valvular surgery 4/15/81. 15.7143 

see a/so Patient Education Aids; Patient package 
inserts 

Patient Education Aids, see page 165 

Patient package inserts 

effect on physician-patient relations 1/15/80 
14:1:44-54 

Food and Drug Administration trial program 
nterview with Jere E. Goyan 4/15/81. 15:7.148-162 

and government regulation 1/15/81, 15.1.208 

private sector activities 2/29/84, 18:4:175-176 

Pediatrics 


asthma, diagnosis 8/15/81. 15:14:79. see a/so 
Asthma 
autism 4/15/81, 15:7 15-33 
automobile accidents 12/15/84, 1821 82-93 
bronchodilator therapy. dosage 3/30/83. 176.32 
50-57 
B-thalassemia. deteroxamine mesylate therapy 
9/30/82. 16:16 115-119 
burns. management of 10/15/81. 15:17 12-85 
215-239 
FiowCharts 
choice of office or hospital care 10/15/81 
15:17:24-25 
hospital care 10/15/81, 15:17'54-55 
ong-term management 10/15/81, 15:17:'64-65 
cancer. CNS 1/15/81, 15:1:66-68: see a/so Cancer. 
pediatric 
ar seats 10/15/84, 18:17 166-180 
chiid abuse, see Child abuse; Sexual abuse 
cholestasis 2/29/80. 144.68 
as Cause of liver disease 3/30/82, 16:6:144-145 
>nondromalacia patellae 2/28/81, 15:4:42-47 
chronically iil child, family problems 8/15/81 
15 14: 199-235 
convuisions, feprile 1/30/84. 18:2:101-121 
cramiopharyngioma 7/15/80. 14 13:116 
crouplike symptoms 11/30/82. 16:20:15-47 
diarrnea 
due to disaccharide insufficiency 3/15/81 
155.154. 166 
due to lactose intolerance 3/15/81. 15:5:166 
ntectious 3/15/81, 15:5:149-175 
enuresis 11/30/84, 18:2054-81. see a/so Enuresis 
epigiottitis. H. influenzae, antibiotics 1/30/80 
142°54-55. 75 
epilepsy 10/15/83, 17.17:116, 9/15/83 
17:15171-181, 7/15/83, 17:13:21-37, 71-74 
fluoride supplements 11/15/80. 14:19:90-105 
gastroenteritis. rotavirus as Cause 5/15/83 
17:9°90-91 
growth retardation, and Cronn’s disease 7/15/81 
15.13:127 
nearing disorders, ABR testing 1/15/81 
15:169-77 
nearing loss 9/15/83, 17:15.149-159 
hip dislocation, congenital 8/15/83, 17 1468-98 
nyperactivity 3/30/82, 16.6.41-42 
hypothyroidism 3/15/83, 17:5:53-61 
mmumzation, pohomyelitis 6/15/80. 14.11 113-118 
see a/so Immunization 
ntantie periarteritis nodosa 8/15/80, 14:14:73 
ntectious diseases. penicillin dosages 1/30/80 
142:17, 21. 30, 37, 44, 50-55, 69-77 
intestinal parasites 8/15/83, 1714224-281 





juvenile diabetes. 
diagnosis 3/15/80, 14:5:64-65 
management 3/15/80, 14°5:85-113 
Kawasaki disease 8/15/80, 14:14:64-81 
lactose intolerance 7/15/80, 14:13:136-160 
laryngeal tumors, interferon use 1/15/82. 
16.156, 61 
learning disabilities 3/30/82. 16:6:17-57 
meningitis, Ciagnosis and treatment. with age of chiid 
5/30/83. 17:10:66. 80 
due to H. influenzae 1/30/80, 14:2:50. 75 
intant risk factors, IgA production 5/30/83, 17:10:76 
mental retardation, see Mental retardation 
migraine 
prophylaxis 8/15/80. 14:14:36 
treatment in U.K. 3/30/80. 146.110 
moyamoya 7/15/82. 16:13:154 
neck masses 4/15/84. 18:7:12-28 
night terror syndrome 8/15/80, 14:14:166-167 
nurse practitioner, role in primary care 
10/30/82. 16.18:39-47 
otitis media. see Otitis 
Patient Education Aid—questions about sex 
11/15/82. 16 19115-116 
pediatrician, as source of primary care 
10/30/82. 16.18:85-93 
pet-associatec diseases 3/30/81. 156 18-66 
pharyngitis 12/15/84, 18:21:26-50 
poisoning, plant ingestion 8/15/82. 16 14:165-236 
ndex of common porsonous plants 8/ 15/82, 
16 14 204-230 
radial neaG subluxation 4/15/81, 15.768 
Reye's syndrome 3/30/82. 16:6:143-144 
sex education 11/15/82. 16:19:67-116 
sexual abuse and genital infections 2/28/81 
15.4:140-142 
sinusitis 4/15/82. 16.7:73-76 
ethmoiditis 4/15/82. 16:7:107-111 
FlowChart 4/15/82. 16:7 96-97 
penorbital cellulitis 4/15/82. 167-107-111 
status asthmaticus, drug therapy 1/30/82 
16:2:130-135 
hydration procedure 1/30/82, 16:2:115-119 
respiratory failure 1/30/82, 16:2:139-142 
strabismus and amblyopia screening 10/15/84 
18:17.21-47 
stroke, incidence 7/15/82. 16. 13:165 
suprapubic biadder tap 10/15/83, 17:17 217-219 
tonsillectomy and adenoidectomy with laser 
1/15/82. 16:1.95-96 
toxic shock syndrome 8/15/80, 14:14:73 
urinary tract infection diagnosis 2/28/81 
15:4:125-136 
FlowChart 2/28/81, 15:4:134-135 
valvular disorders 4/15/81, 15:7:132-138. 2/28/81 
15:4:90-97. 106 
vitamin and minera! supplements 5/30/84 
18:10°96-102 
Volkmann's contracture 4/15/81, 15:7. 72.78 
see also Adolescents; infants; and specific disorder 
Pediculosis 


pubis 4/15/83, 17741. 49-56. 10/30/80, 14:18 118 
treatment 4/30/82. 16.8 40-43 

Peer review, see Practice management, 
Professional Standards Review Organization 

Pelvic 


disease 

diagnosis 6/30/83, 17 1281-84. 89 
chlamydial 6/30/83, 17:12:89 

criteria 6/30/83, 17:12:93 

laparoscopy, Gram’s stain 6/30/83, 17:12:93-94 
etiology 6/30/83, 17:12:81 -83 

IUD as cause 6/30/83, 17:12:81 

sequelae 6/30/83, 1712'108-109 

stress as tactor in 9/15/81. 15 15.225 
treatment, antibiotics 6/30/83, 17:12:97. 101 
surgery 6/30/83. 17 12:107 
Penicillamine 


n wound healing 8/15/84, 18:14 201-206 
Penicillins 


allergy to 4/30/84, 18:8:21-47. 1/30/80 
14:2°63-65. 75 
skin tests for 1/30/80. 14:2:65 
broad-spectrum ampicillin and amoxicillin 1/30/80 
14:2:.47-55, 75-77 
ampicillin rash 1/30/80. 14:2:63-65, 75 
carbenicillin and tcarcillin 1/30/80, 142.55, 59 
63, 77 
chiorampnenicol, for amprcillin-resistant 
H. infiuenzae 1/30/80. 14.250. 77 
Ndications 1/30/80, 14.2:47-55, 75-77 
tor endocarditis 9/30/80. 14 16.116. 126 
guidelines. summary 1/30/80. 14 269-77 
for otitis media 12/15/80. 1421 31-42 





penicillinase-resistant 1/30/80, 14.2:40-44, 74 
renal toxicity 1/30/80, 14:2:43. 44, 74 
penicillin G, aqueous, “piain,” dosage 1/30/80 
142:17-24, 69 
benzathine penicillin G 10/30/80, 14:18:85-87 
1/30/80, 14:2:29, 73 
indications 1/30/80. 14:2:16-24, 69. 73 
oral 1/30/80, 14:2:32-37. 74 
procaine penicillin G 10/30/80. 14.18:78-85 
1/30/80, 14:2:29, 73 
risk of hyperkalemia 1/30/80, 14.224 73 
penicillin V, oral 1/30/80, 14:2:32-37, 74 
for pharyngitis 12/15/84. 18:21:36-50. 10/30/83 
17:18:141-146, 12/15/80, 14:.2168-77 
during pregnancy 5/30/80, 14:10:45 
for sexually transmitted diseases 10/30/80 
14:18:78-87, 103, 113 
Peptic ulcer, see Uicers 
Perinatal care 


diabetes. management 3/30/80. 14:6:72-104 
diet for diabetic patient 3/30/80. 146.92 

drug counseling, teratogenic effects 5/30/80 
14:10:86-95 

fetal and neonatal monitoring. see Fetal 
monitoring 

lactation, drug therapy during 6/ 30/80 
14:12:59-105 

placenta, examination of 4/30/83, 17.8:19 

ultrasound, see Ultrasonography, in obstetrics and 
gynecol 

see also Labor and delivery 

Periorbital cellulitis 


diagnosis, Management 12/15/80. 14.21.107-111 
disorders 


nerve 
Guillain-Barré syndrome 5/15/81. 15 940-42 
see also Nervous system disorders, and specilic 
disorder 


vascular disorders 
Raynauo’s syndrome 11/30/83. 172070-97 
see a/so Vascular diseases 


stress-prone 9/15/81. 15:15. 245 

type A 11/30/81, 15.20 147-153 

as factor in hypertension 9/30/80. 14:16 28-32 
Pertussis 


vaccine 9/15/84, 18:15:173-174 (PB) 

Peutz-Jeghers sy: 

GI bleeding cause 1/30/81, 15.2:38 
's 


Peyronie's disease 
impotence and 2/28/82. 164.89. 132 
case hstory 2/28/82. 16:4:121-129 


bacterial 

diagnosis 12/15/84, 18:21 26-36. 51-60. 10/30/83 
17:18: 133-136 

treatment 12/15/84, 18:21:36-50. 10/30/83 
1718141-146 

diagnosis and etiology 3/30/84. 18:6.19 (RR) 
3/15/84. 185.16, 214 (RR), 1/15/84, 18121 (RR) 
10/30/83, 17: 18:130-146. 12/15/80. 1421:50-71 

FiowChart 12/15/80, 1421 86-87 

tollow-up 10/30/83, 17:18.145-146 

gonococcal 10/30/83, 1718136 

mononucieosis 6/30/83. 17:1258. 60 

vs strep 12/15/80. 142177. 80 

Patient Education Aid—sore throat 12/15/80 

1421 60-61. 65 

penicillin V therapy 1/30/80. 14237. 74 

peritonsillar abscess 10/30/83. 1718151 

physical exam 10/30/83, 1718 130-132 

refractory 12/15/80, 142177-78 

throat cultures 10/30/83, 17 18:141-146, 12/15/80 
14.21.51 -60. 64, 68-71 

treating 1/15/84, 18121 (RR), 12/15/80 
14:21:71-77 

viral 10/30/83, 17 18 132-133 

Phenylk 


and prenatal nutrition 3/15/81. 15527 
screening newoorns 5/30/83, 17:10.147 





safety of diet pills 7/15/84, 1813.271-273 (PB) 


as Cause of hypertension, diagnosis and 
management 8/15/83, 17:14:202-207 
212.215 

diagnosis 9/ 15/84, 1815 156-161. 7/15/80 
1413.116 

Phiebitis 

during pregnancy 5/30/80. 14 10106 

Phobia 


differentiated trom panic attacks 11/30/80 
1420 36-45 
school, imipramine HCI for 3/30/80. 146112-113 
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allergic and toxic reactions 6/15/82, 16:11:199-202 
drug and chemical induced 6/15/82 

16:11:202-210 
laboratory tests for 6/15/82, 16:11:210, 212 
treatment 6/15/82, 16:11:212, 214 


environmental control systems 1/30/83 
17:2:161-165 
trends 1/15/83, 17:1:15-70 
in biofeedback, orthotic 1/15/83, 17:1:41 
to prevent atrophy 1/15/83, 17:1:37-38 
to train for prosthesis 1/15/83, 17:1:38-40 
in electromyography 1/15/83, 17:1:19-25 
in evoked potentials 1/30/83, 17:2:92-94; 1/15/83 
17:1:29-35 
in nerve conduction studies 1/15/83, 17:1:25-29 
Physi - 
anatomic ratios and measurements 12/15/82 
16:21:198 
for cardiac exam 10/15/82, 16:17:119-136, 149-155 
angina, physica! signs 10/15/82, 16:17:136 
percussion, heart sounds 10/15/82, 16:17:119-136 
for chest 9/30/82, 16:16:12-59 
percussing and auscultating 9/30/82, 16:16:29-45 
lung sounds, terminology 9/30/82, 16:16:36-41 
51-52. 59 
trachea palpation 9/30/82, 16:16:20-24 
for face 12/15/82, 16:21:179-180, 182 
fingernail indications 12/15/82, 16:21:188, 195-196 
198-200 
for hand exam 12/15/82, 16:21:182, 185, 187-188 
handprint indications 12/15/82, 16:21:200, 209 
for joint exam 12/15/82, 16:21:177-179, 182, 188 
reterred pain patterns 12/15/82, 16:21:178 
for spinal disorders 12/15/82, 16:21:199 
techniques, for abdominal exam 10/15/82 
16:17:137-151, 155-156 
auscultating 10/15/82, 16:17:137 
bruits 10/15/82, 16:17:137-141 
palpation 10/15/82, 16:17:141-142 
bladder 10/15/82. 16:17:144-151 
iver 10/15/82, 16:17:142-144 
spleen 10/15/82, 16:17:142 
of testicular tumor 5/30/83, 17:10:20-29 
use of transillumination 5/30/83, 17:10:28 
for thyroiditis, Hashimoto's 6/30/83, 17:12:127-131 
subacute 6/30/83, 17:12:136-139 
Physical examination 
of abdomen, acute 6/30/84, 18:12:35-41 
of ankle injury 3/15/81, 15:5:112-118 
for asthma 8/15/81, 15:14:89-90 
for child abuse 6/15/83, 17:11:175, 183 
for dizziness 7/15/81, 15:13:41-44 
FlowCharts 
advanced workups 7/15/81, 15:13:66-67, 82-83 
initial workup 7/15/81, 15:13:50-51 
of elbow injury 4/15/81, 15:7:72 
for epilepsy 7/15/83, 17:13:69-86 
of finger injury 3/30/81, 15:6:120-121 
for hip dislocation, congenital 8/15/83, 17:14:71-73 
96-98 
hyperventilation syndrome 7/15/81, 15:13:43 
for intermittent claudication 8/15/83, 17:14:105-110 
of ischemic limb 10/30/83, 17:18:157-167, 171-183 
of knee injury 2/15/81, 15:3:113-140 
leg-length discrepancy 5/15/81, 15:9:103 
for malabsorption 10/15/81, 15:17:142 
for myocardial infarction 11/15/81, 15:19:41-42 
of neonate 4/30/83, 17:8:16-34 
neurologic see Neurologic exam 
for osteoarthritis 2/28/81, 15:4:24, 26, 51 
periodic 5/15/82, 16:9:209-222 
for pneumonia 11/15/83, 17:19:55-62 
of shoulder injury 4/15/81, 15:7:36-45 
of temporomandibular joint 12/15/83, 17:21:118-128 
of throat 10/30/83, 17:18:30-32 
of thyroid 3/15/83, 17:'5:20 
for thyrotoxicosis 4/15/83, 17:7:146-150, 155-156 
of wrist injury 3/30/81, 15:6:104-112 
Ph , see Paramedical personne! 
Physician education, see Continuing education; 
Education, physician 
Physician-patient 
after referral, maintaining patient contact 
5/15/82. 16:9:39-55 
chronic complainers 5/15/81, 15:9:128-136 
communication techniques 10/15/80 
14:17:172-200 
with chronically ill patient 6/30/81, 15:12:23-53 
closure 5/15/82, 16:9:32-37 
telephone 7/15/82, 16:13:245-277 
priority handling chart 7/15/82, 16:13:251-258 





cost of health care, see Costs of health care 
dialogue, patients’ view of ideal care 10/15/80 
14:17:172-200 
fee negotiation 11/15/80, 14:19:142-146 
geriatric patients 11/15/80, 14:19:170 
healer's role 2/15/81, 15:3:215-221 
homosexual patient, treating 9/15/80, 14:15:17-86 
language, techniques of use 9/15/80 
14:15:186-206; 6/15/80, 14:11:126-144; 5/15/80 
14:9:148-160; 1/15/80, 14:1:80-106 
marriage Counseling 12/15/82, 16:21:20-35, 39-61 
see also Counseling, marriage 
patient advisory council 5/15/81, 15:°9:142-162 
11/15/80, 14:19:141, 178; 10/15/80 
14:17:172-200 
patient needs, marketing approach 5/15/80 
14:9:134-147, 1/15/80, 14:1:168-184 
meeting 4/15/80, 14:7:166-178, 1/15/80 
14:1:30-33 
physician's competence, patiert’s perception of 
12/15/80, 14:21:189-190 
effect of PP! 1/15/80, 14:1:44-54 
problem patients 5/15/82, 16:9:73-80 
record sharing 1/15/80, 14:1:108-141 
as stress factor 9/15/81, 15:15:189 
surgeon and breast cancer patient, case histories 
8/15/82, 16:14:70-76 
second opinions 8/15/82, 16:14:93-96 
survey of patient expectations 1/15/80, 14:1:60-76 
symptom denial, and patient noncompliance 
11/30/81, 15:20:133, 134, 138 
underprivileged areas 11/15/80, 14:19:148-157 
see also Counseling 
Physi , see Capsule Reviews 
Pica 
during pregnancy, counseling 3/15/81, 15:5:30, 52 
Pick’s disease 


and memory loss 5/15/80, 14:9:40, 65 

Pinworms, see Oxyuriasis; Parasitic diseases, 
intestinal 

Pituitary disorders 

Capsule Review, hypothalamic-pituitary-adrenal axis 
4/15/83, 17:7:97-98 

Cushing's syndrome see Cushing’s syndrome 

growth hormone therapy 9/30/84, 18:16:18-39 

tumor, and hypothyroidism 3/15/83, 17:5:55-56 
surgery for 4/15/83, 17:7:110-113 

Placebo 

effects on peptic ulcer patients 9/30/81, 15:16:69 

for pain, chronic 3/15/84, 18:5:184-186 

Plants 

contact dermatitis, Patient Education Aid—poison ivy. 
oak, sumac 8/15/82, 16:14:236 

ingestion, toxic reaction to 8/15/82, 16:14:165-236 
identification 8/15/82, 16:14:176-178 
Patient Education Aid 8/15/82, 16:14:231, 235 
treating 8/15/82, 16:14:178-186, 202-230 

index to common poisonous plants 8/15/82 
16:14:204-230 
see also Poisoning; Rhinitis, allergic 


applications 2/15/81, 15:3:172-173 
for breast cancer 5/30/82, 16:10:128-129 
for hematologic disorders 2/15/81, 15:3:172-173 
autologous stem cell reconstitution, for cancer 
2/15/81, 15:3:177-178 
hybridoma Culture, for cancer 2/15/81 
15:3:178-179 
Plastic surgery, see Suturing techniques 
Plethysmography, cuff impedance 
for venous thrombosis diagnosis 7/15/80, 14:13:72 
Pleural effusion 
thoracentesis in 2/15/84, 18:3:199-207 (PFYP) 


Piummer-Vinson s 
xerostomia in 11/15/80, 14:19:116 
Pneumococcal 


vaccine 8/15/84, 18:14:83-92 
Pneumonia 


acquired immune deficiency syndrome, “gay lung 
syndrome 
diagnosis 1/15/84, 18:1:166-195, 1/15/83 
17:1:156-158 
etiology 1/15/83, 17:1:146-156 
treatment 1/30/84, 18:2:125-126; 1/15/83 
17:1:158-162 
chlamydial, neonatal 2/29/80, 14:4:47 
diagnosis and management 11/15/83, 17:19:°52-85 
10/15/81, 15:17:89-127, 12/15/80, 14:21:135-151 
blood tests 3/15/84, 18:5:216 (RR), 11/15/83 
17:19:70-72 
chest X-rays for 11/15/83, 17:19:61-62, 84-85 
community-acquired 11/15/83, 17:19:56-57 
differential diagnosis 11/15/83, 17:19:52-54 





drug therapy 11/15/83, 17:19:72-81, 84-85 
10/15/81, 15:17:102-114, 119, 120, 127 
in geriatric patients 4/30/84, 18:8:132-134 
Gram’s stain, technique and interpretation 
11/15/83, 17:19:62-70, 84-85; 10/15/81 
15:17:98-102 
immunization, with amantadine 10/15/81 
15:17:114 
with pneumovax 10/15/81, 15:17:114 
transtracheal aspiration in 4/15/84, 18:7:11 
154 (RR) 
FlowChart, treating 12/15/80, 14:21:136-137 
mycoplasma! 2/29/80, 14:4:42 
physical exam 11/15/83, 17:19:55-62 
prevention 11/15/83, 17:19:81-83 
sputum culture, procedure 10/15/81, 15:17:91 
summary chart 11/15/83, 17:19:°84-85 
supportive therapy 11/15/83, 17:19:81 
Poisoni 


carbon monoxide 11/15/83, 17:19:154-177 
plant, ingestion 8/15/82, 16:14:165-236 
identification 8/15/82, 16:14:176-178 
index to common poisonous plants 8/15/82 
16:14:204-230 
Patient Education Aid 8/15/82, 16:14:231, 235 
treating 8/15/82, 16:14:178-186 
anticholinergic syndrome 8/15/82 
16:14:185-186 
mushroom poisoning 8/15/82. 16:14:186-205 
toxic classification 8/15/82, 16:14:191 
Poliomyelitis 
immunization, CDC recommendations 6/15/80 
14:11:113-118 
Politics, physicians’ role, see Management 
Medicine 
Polymyaigia rheumatica 
diagnosis and treatment 9/15/84, 18:15:129-140 
corticosteroid therapy 4/30/81, 15:8:37, 52 
in elderly 2/28/83, 17:4:39 
Polyps 
as Cause of lower GI bleeding 3/15/81, 15:5:72-84 
colonoscopy 3/30/84, 18:6:109-113, 1/15/83 
17:1:225 
and tower GI bleeding 3/30/84, 18:6:94-95 
nasal 
in allergic rhinitis patient 8/15/82, 16:14:109 
in allergy patient 10/30/83, 17:18:118-119 
as asthma trigger 8/15/81, 15:14:63 
in child 10/30/83, 17:18:118 
corticdsteroid therapy 4/30/81, 15:8:41 
surgery for 3/15/81, 15:5:84 
and lymph node dissection 1/15/83, 17:1:228-229 
Postpartum care 
high-risk pregnancy patient 7/15/81 
15:13:189-192 
see also Perinatal care 
Practical 


abortion and infertility risk 8/15/84, 18:14:209 

analgesic neuropathy 7/15/84, 18:13:264-266 

bentiromide test for pancreatic disease 5/30/84 
18:10:161 

bypass patients and temporary intellectual 
dysfunction 10/30/83, 17:18:187 

children, honesty with terminally ili 9/30/83 
17:16:199 

depression, chemical marker for 10/15/84 
18:17:215 

folliculitis from hot tubs 9/15/83, 17:15:186 

hypertension and salt intake 11/15/84 
18:19:168-169 

Kawasaki's syndrome and mites 9/15/83 
17:15:185-186 

mental status exam for the elderly 9/30/83 
17:16:195-199 

pertussis vaccine 9/15/84, 18:15:173-174 

phenylpropanolamine diet pills, safety of 7/15/84 
18:13:271-273 

seasonal depression helped by bright fluorescent 
lighting 10/15/83, 17:17:25 

Sickness Impact Profile 3/30/84, 18:6:195 

sporotrichosis as Cause of nonhealing skin uicer 
9/30/83, 17:16:194-195 

syringe-needie units, reuse of disposable 4/15/84 
18:7:143 

theophylline monitoring test 8/15/84, 18:14:209 

tobacco, smokeless and cancer 2/15/84, 18:3:211 

vasectomy, safety of 7/15/84, 18:13:266-271 

Practice 

appointment scheduling 9/15/82, 16:15:90-113 
as approach to cost containment 4/15/81 

15:7:187-190; 3/15/81, 15:5:182-196 

computer use, pros and cons 3/15/82, 

16:5:200-227 
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Practice ma continued 
cost containment, see Cost containment; Costs of 
health care 
IPA and cost containment 7/15/80 
14:13:176-204 
job satisfaction 1/15/80, 14:1:18-30, 38-40 
meeting patient needs 4/15/80, 14:7:166-178 
1/15/80, 14:1:30-33 
paramedical personnel, utilizing 8/15/80 
14:14:233-238 
patient advisory council 5/15/81, 15:9:142-162; 
11/15/80, 14:19:141, 178; 10/15/81 
14:17:172-200 
practice auditing procedures 12/15/80, 
14:21:172-185; 5/15/80, 14:9:162-172; 2/15/80 
14:3:182-198 
principles of practice promotion 12/15/80 
14:21:188-195; 5/15/80, 14:9:134-147; 1/15/80 
14:1:168-184 
quality control 2/15/81, 15:3:199-214 
research, benefits of 2/15/81, 15:3:225-230 
self-assessment audit 2/15/80, 14:3:179-212 
telephone technique 7/15/82, 16:13:245-277 
priority handling chart 7/15/82, 16:13:251-258 
Pregnancy 
anticoagulant therapy during 7/15/80, 14:13:80 
5/30/80, 14:10:45 
asthmatic patient, managing 11/30/81, 15:20:83, 
84,91 
cholestasis during 2/29/80, 14:4:66, 75 
corticosteroid effects during 4/30/81, 15:8:35-36 
deterrents: age, exercise weight loss 1/15/83 
17:1:85-86 
diabetic patient 2/15/82, 16:3:138-148; 3/30/80 
14:6:72-104; 3/15/80, 14:5:69, 74, 191 
drug effects on fetus 5/30/80, 14:10:22-37, 68-111 
chart 5/30/80, 14:10:40-67 
drug therapy during 5/30/80, 14:10:97-111 
ectopic 11/15/84, 18:19:63-85 
and IUD use 3/15/84, 18:5:202 (WYPA) 
after sterilization 5/15/83, 17:9:157 
after sterilization reversal 5/15/83, 17:9:162-171 
exercise during 11/30/84, 18:20:130 (WYPA) 
feta! monitoring, see Fetal monitoring 
hign-risk patient, management during second and 
third trimester 7/15/81, 15:13:132-192 
abruptio placentae, placenta previa or PROM 
7/15/81, 15:13:162-169 
cervical incompetence, surgical cerclage 
7/15/81, 15:13:145 
hydramnios 7/15/81, 15:13:150-153 
intrapartum risk-scoring index 7/15/81 
15:13:150-151 
multiple gestation 7/15/81, 15:13:146-147 
Rh-negative patient 7/15/81, 15:13:162 
hydramnios 4/30/83, 17:8:27 
hypertension 4/30/83, 17:8:27 
malaria prophylaxis and treatment 7/15/82 
16:13:82-86, 121 
MSAFP tests 1/15/81, 15:1:84-92 
nutritional needs 3/15/81, 15:5:20-60 
hyperemetic patient 3/15/81, 15:5:51 
Patient Education Aids 3/15/81, 15:5:31-32, 39, 41 
for patients with chronic systemic disease 
3/15/81, 15:5:27 
risk factors 3/15/81, 15:°5:20-28, 37, 56-57 
Patient Education Aid—medication diary 5/30/80 
14:10:84-85 
and pelvic inflammatory disease, risk of infertility 
ectopic pregnancy 6/30/83, 17:12:107-109 
treatment 6/30/83, 17:12:97, 101, 107 
pica during, counseling 3/15/81, 15:5:30, 52 
placental physiology 5/30/80, 14:10:28-33 
Capsule Review 5/30/80, 14:10:68-70 
postpartum hypothyroidism 3/15/83, 17:5:47-51 
pre-eclampsia, hydralazine use 5/30/83, 17:10:163 
premarital, counseling 6/30/83, 17:12:158-160 
radioimmunoassay (RIA) 1/15/81, 15:1:78-84 
radioreceptorassay (RRA) 1/15/81, 15:1:78-84 
and smoking 3/15/81, 15:5:49-51 
test, reliability of home 9/15/83, 17:15:189 
and thyrotoxicosis 4/15/83, 17:7:180-181 
toxoplasmosis, treatment 3/30/81, 15:6:27 
ultrasonography 3/15/84, 18:5:65-93 
vaginitis during 10/30/80, 14:18:113 
vitamin and mineral supplements 5/30/84, 
18:10:110-114 
vitamin C during, toxic effects 5/15/83, 17:9:26-69 
X-ray during 5/30/80, 14:10:61 
see also Cesarean section; Labor and delivery; 
Perinatal care 
Premature ventricular contractions 
diagnosis and management 2/15/83, 17:3:96-98 
drug therapy 2/28/82, 16:4:55-78 








Prenatal care, see Pregnancy 
Preventive medicine 
and patient educaton 6/15/84, 18:11:16 (RR); 
2/29/84, 18:4:168-175 
see also Lifetime Health Monitoring Program 
care 
alternative sources of 10/30/82, 16:18:12-162 
corporate primary care 10/30/82, 16:18:133-139 
family practice centers 10/30/82, 16:18:15-21 
family practitioner 10/30/82, 16:18:49-55 
freestanding emergency centers 10/30/82, 
16:18:109-115 
HMO's 10/30/82, 16:18:67-80 
hospital ambulatory care 10/30/82, 16:18:123-129 
hospital emergency medicine 10/30/82 
16:18:59-62 
internist 10/30/82, 16:18:25-32 
nurse practitioner, independent 10/30/82 
16:18:39-47 
obstetrician-gynecologist 10/30/82, 16:18:97-101 
osieopathic GPs 10/30/82, 16:18:103-106 
pediatrician 10/30/82, 16:18:85-93 
in Belgium 2/15/81, 15:3:231-232 
chronically ill patient 9/30/81, 15:16:95-123 
Cooperative Information Project, antibiotic study 
12/15/80, 14:21:172-185 
future delivery 11/15/80, 14:19:136-178; 1/15/80 
14:1:19-59 
future problems, Overseas Observer 8/15/81, 
15:14:295-298 
general practice vs family practice 5/15/82 
16:9:179-191 
defining 5/15/82, 16:9:193-207 
holistic medicine, as supplement 10/15/81 
15:17:181-212 
hospital-sponsored units 5/15/82, 16:9:84-94 
for learning disabilities 3/30/82, 16:6:17-57 
library 11/30/84, 18:20:100-107 
nurse practitioner 8/15/82, 16:14:311-317, 6/15/81 
15:11:175-188 
ophthalmologic exam 4/15/80, 14:7:16-69 
for patient with chronic disease 6/30/81 
15:12:23-53 
patient expectation survey 1/15/80, 14:1:60-76 
periodic monitoring 5/15/82, 16:9:62-64 
physician-patient relations 4/15/80, 14:7:166-178 
physician self-assessment 2/15/80, 14:3:179 
practice meeting, with patients 10/15/80, 
14:17:172-200 
preventive medicine 5/15/82, 16:9:209-222 
Private Initiative in Quality Assurance (PIQuA) 
2/15/80, 14:3:206, 210, 212 
psychiatric emergency, diagnosis, functional vs 
organic 11/30/80, 14:20:26-27 
psychotropics 11/30/80, 14:20:62-71 
substance abuse 11/30/80, 14:20:75-97 
suicidal patient 11/30/80, 14:20:101-134 
public awareness of 5/15/82, 16:9:23-37 
role in pediatric cancer treatment 4/15/82 
16:7:133-147 
see also Eye disorders; Physician-patient 
relations 
Problem-oriented medical record s' 
computer applications 3/15/82, 16:5:216-218 
in physician self-assessment 2/15/80, 14:3:179-212 
in record sharing 1/15/80, 14:1:110, 124 
Procedures for Your Practice 
central venous line placement 6/15/84 
18:11:204-206 
circumcision 4/15/84, 18:7:165-173 
gastric intubation, emergency 12/15/83 
17:21:139-143 
IV in newborns 11/15/84, 18:19:173-177 
laryngoscopy 1/15/84, 18:1:207-214 
punch biopsy 10/15/84, 18:17:205-209 
sigmoidoscopy, flexible fiberoptic 9/15/84, 
18:15:179-185 
suprapubic bladder tap 10/15/83 
17:17:217-219 
thoracentesis 2/15/84, 18:3:199-207 


Proctoscopy 
use and interpretation 4/30/80, 14:8:79-80 





in Colitis diagnosis 6/15/80, 14:11:70 
use and interpretation 1/15/83, 17:1:217-224 


4/30/80, 14:8:87-105 

Professional Standards Review Organization 
(PSRO) 

ambulatory review projects, disease staging 
5/15/80, 14:9:162-171 

insurance claims audit 5/15/80 
14:9:171-172 

compared to internal audit 2/15/80, 

14:3:203-204, 206 





debate concerning repeal of: Dr. Robert Becker, 
US Rep. Lawrence McDonald 7/15/81, 
15:13:219-247 
cost-effectiveness issues 7/15/81, 15:13:224, 
236, 241, 245 
quality of care issues 7/15/81, 15:13:224, 234, 
240, 246-247 


Progesterone receptors 

radioassay in breast tumors 3/30/82, 16:6:87-100 
8 

in dysmenorrhea 9/15/82, 16:15:23-24 


in dysmenorrhea 9/15/82, 16:15:23-24 

effects of smoking on metabolism of 10/15/81, 
15:17:197 

in ulcer therapy 9/30/81, 15:16:76 

Prostate disease 


prostatitis 10/30/80, 14:18:80 
and impotence 2/28/82, 16:4:89 
treatment 2/28/81, 15:4:137 


Prostheses 
interim 1/15/83, 17:1:56-61 
fitting of 1/15/83, 17:1:68-70 
for joint replacement, in RA patient 4/15/83, 
17:7:83-91 
preventing infection 4/15/83, 17:7:92 
lower extremity 1/15/83, 17:1:47-56 
a ee carbon reinforced socket 1/15/83, 
17:1 
endoskeletal, exoskeletal types 1/15/83, 
17:1:50-56 
hydraulic leg 1/15/83, 17:1:47-50 
myoelectric, role of biofeedback in training 1/15/83, 
17:1:37-41 
penile 2/28/82, 16:4:114-117, 143 
upper extremity 1/15/83, 17:1:45 
valvular 1/15/82, 16:1:154 
indications for 4/15/81, 15:7:118-124 
patients at surgical risk 4/15/81, 15:7:138-140 
postsurgical care 6/15/81, 15:11:106-107, 110 
types of 4/15/81, 15:7:128-132 


Proteinuria 
in diabetic nephropathy 3/30/80, 14:6:92 
Protozoal infections, see Parasitic diseases, 
intestinal 
Pruritus 
diagnosis 8/15/84, 18:14:18-60 
symptom of cholestasis 2/29/80, 14:4:63 
treatment 10/15/84, 18:17:89-121 
see Chondrocaicinosis 


Psittacosis 
diagnosis, management 3/30/81, 15:6:60, 66 
Ps , see Mental disorders; 


Psychoses 
Ps 


for learning disabilities 3/30/82, 16:6:35 
Minnesota Multiphasic Personality Inventory, 
in pain, chronic 1/30/84, 18:2:75-80 
in stress diagnosis 9/15/81, 15:15:100-104 
Sickness Impact Profile 3/30/84, 18:6:195 (PB) 
for somatopsychic disorders 7/15/84, 18:13:41-47 
Psychoses 
diagnosis and management, functional vs organic 
11/30/80, 14:20:26-27 
emergency treatment 11/30/80, 14:20:14-134 
electroshock therapy 11/30/80, 14:20:66-67 
psychotropics 11/30/80, 14:20:62-71 
substance abuse 11/30/80, 14:20:75-97 
marijuana-induced 5/30/80, 14:10:120 
medical causes, 
diagnosis 7/15/84, 18:13:23-51 
endocrinopathies 7/15/84, 18:13:55-84 
organic disorders 10/15/84, 18:17:55-84 
due to Parkinson's disease 5/30/82, 16:10:35 
schizophrenia, 
diagnosis 1/15/84, 18:1:66-89 
management 1/15/84, 18:1:99-125 
Wernicke’s or Korsakoff's 6/15/80, 14:11:89 
see also Mental disorders; Wernicke-Korsakoff 
syndrome 


Psychotherapy 

for acute stress, and drug therapy 3/30/83, 
17:6:80-83, 100, 119-124 

antidepressants, as adjunct 11/30/80, 
14:20:103-108 

for elderly patient 2/15/80, 14:3:99 
depression 1/30/80, 14:2:85-95 

for homosexual patient 9/30/80, 14:16:70-77, 
9/15/80, 14:15:'52-56, 84-86 

vs marriage Counseling 2/28/83, 17:4:124-132 

Psychotropic 


cognitive impairment due to 6/30/81, 
15:12:66-67, 70 
limitations for patient in grief 2/15/83, 17:3:16-20 
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Psychotropic drugs continued 

use of 1/15/82, 16:1:170-195, 201-206 

monitoring, PET scan 1/15/82, 16:1:189-198 
alism 


causes 11/15/80, 14:19:117 
see also Mental disorders; Psychoses 
Pulmonary disorders 


adult respiratory distress syndrome 6/15/83 
17:11:46-47, 50 
age-related changes 9/30/82. 16:16:17-20 
as air travel contraindication 6/15/82, 16:11:37-38 
and altitude sickness 6/15/82, 16:11:61, 64 
edema, HAPE 6/15/82, 16:11:66, 75-79 
asbestos-related 1/15/83, 17:1:180-181 
asthma, corticosteroid therapy 4/30/81, 15:68:41 
inhalation therapy 4/30/81, 15:86:85 
status asthmaticus 6/15/83, 17:11:61-88; 4/30/81 
15:8:47 
B-biockers in treatment of 6/30/83, 17:12:36 
blastomycosis 8/15/82. 16:14:159-161 
breath sounds, abnormal 9/30/82, 16:16:36-41 
51-52, 59 
bronchiectasis 9/30/82, 16:16:45-47 
see also Bronchitis and emphysema, chronic 
chronic obstructive pulmonary disease 
Capsule Review 3/30/83, 17:6:18-21 
counseling the patient 6/15/84, 18:11:177-179 
diagnosis 5/15/84, 18:9:128-160 
differentiated from asthma 8/15/81, 15:14:72-74 
drug therapy 7/15/84, 18:13:205-233 
bronchodilator therapy 3/30/83, 17:6:17-74 
dobutamine therapy 3/30/81, 15:6:80, 83 
guide to types. dosage, effects 3/30/83 
17:6:50-57 
physica! diagnosis 9/30/82, 16:16:17, 25 
steroids, oxygen, and physiotherapy 11/30/84 
18:20:85-96 
cor pulmonale 2/28/82. 16:4:18 
tonsillectomy indication 12/15/80, 14:21:92 
cryptococcosis 8/15/82, 16:14:146 
cystic fibrosis, see Cystic fibrosis 
histoplasmosis 8/ 15/82, 16:14:129-146 
mesothelioma 3/15/83, 17:5:163-184 
psittacosis 3/30/81. 15:6:60. 66 
pulmonary embolism, see Pulmonary embolism 
solitary pulmonary nodule, see Solitary 
pulmonary nodules 
sudden infant death syndrome 3/15/84, 18:5:18-42 
thoracentesis in 2/15/84, 18:3:199-207 (PFYP) 
see also Fungal infections; Laboratory tests, for 





Ind specilic 


emerger eatment 11/15/80. 14:19:67-86 
Pul y boli 
anticoagulant therapy 7 
prophylaxis with heparin 
7/15/80, 14.13:87-91 
Pulmonary emphysema, see Bronchitis and 
emphysema; Bronchitis and emphysema, 
chronic 
Pulmonary function test 
for asthma 8/15/81, 15:14:95-105 
arterial blood gas measures 6/15/84, 17:11:61-66 
8/15/81, 15:14:96, 105 
biood gas measures, as intubation indicatior 
6/15/83, 17:11:46, 47. 63-68, 78, 83 
see also Respiratory function test 
Pyelonephritis 
diagnosis and management 3/30/84 
18:6,177-188 
see also Kidney disorders 





15/80, 14:13:62-96 
7/15/83, 17:13:200 


de Quervain's disease 
diagnosis, management 3/30/81, 15:6:120, 129-134 


Rabies 
FilowChart, prevention 3/30/81, 15:6:54-55 
immunization decisions 3/15/84, 18:5:118-121 


3/30/81, 15:6:41-51 
Radioallergosorbent test (RAST) 
for asthma 8/15/81, 15:14:117-120 

scans 
computerized tomography. see Tomography, 
computerized axial 
gallium. of neck masses 5/30/84, 18:10:75-79 
HIDA, for gallbladder disease 7/15/80, 14:13:40-42 
myocardial imaging, thallium 1/15/82, 16:1:134, 135 
11/15/81, 15:19:66-77 





chronic airway obstruction; Legionnaires’ disease; 





for right ventricular infarct 3/30/83, 17:6:146 

thyroid scan, for nontoxic goiter 6/30/83 
17:12:143-144 

for venous thrombosis, '251 fibrinogen 7/15/80 
14:13:66, 71 


Radioimmunoassay 
for pregnancy 1/15/81, 15:1:78-84 
for thyroid dysfunction 2/15/80, 14:3:55-64 


allergy to contrast material 2/15/84, 18:3:168-170 
angioplasty, percutaneous transluminal Coronary 
2/15/84, 18:3:67-68 
arthrography 7/15/84, 18:13:115-117 
for cervical cancer 1/15/83, 17:1:127 
for colitis, barium enema 6/15/80, 14:11:38, 40-65 
air-contrast barium enema 6/15/80, 14:11:41 
46, 53 
comparison of modalities, diagnostic 
therapeutic, and outcome efficacy 1/30/82 
16:2:86-87 
digital angiography, DSA, DIVA 9/15/83 
17:15:16-38; 1/30/82, 16:2:71-73 
ERCP for cholecystitis 10/15/80, 14:17:124-127 
for GI bleeding, upper, barium studies 2/29/84 
18:4:90-99, 115-120 
imaging techniques in Britain, Overseas 
Observer 10/15/82, 16:17:230-231 
interventional 1/30/82, 16:2:91-97 
angioplasty, 
percutaneous transluminal coronary 1/15/82 
16:1:141-145; 1/15/81, 15:1:12-28 
procedures 1/30/82, 16:2:95 
for relief of claudication 8/15/83 
17:14:123-124 
isotope studies, technetium 99m, for Gi bieeding 
3/15/81, 15:5:91 
thallium perfusion and gated biood pool tests for 
angina pectoris 9/15/83, 17:15:75-85, 87-91 
nuclear magnetic resonance 1/30/82, 16:2:73-80 
in pediatric cancer therapy, advances, particie 
beam and intraoperative 4/15/82, 16:7:200 
PET 1/30/82, 16:2:80-85, 1/15/82, 16:1:195-198 
during pregnancy 1/15/83, 17:1:105-106; 5/30/80. 
14:10:81 
recent advances 1/30/82, 16:2:63-91 
therapy, as cause of colonic bleeding 3/15/81 
15:5:73 
X-ray, of chest, for asthma 8/15/81, 15°14:90-94 
for congestive heart failure 10/15/80, 14:17:35-41 
for histoplasmosis 8/15/82, 16:14:131-135 
for lung cancer 10/15/83, 17:17:35 
for pneumonia 11/15/83, 17:19'61-62, 84-85 
10/15/81, 15:17:95 
X-ray, of elbow 4/15/81, 15:7:72 
X-ray, of finger injury 3/30/81, 15:6:120-121 
X-ray, of hip, for congenital dislocation 8/15/83 
17:14:73-81, 92-95 
X-ray, in joint evaluation 2/28/81, 15:4:76-84 
X-ray, of knee, skiing injuries 11/15/83 
17:19:185-186, 198 
X-ray, of lower extremity 11/15/83, 17:19:204-207 
X-ray, neck, of masses 5/30/84, 18:10:65-67, 71-75 
X-ray, for scoliosis 4/30/81, 15:8:119-124 
X-ray, of shoulder 4/15/81, 15:7:45-52 
X-ray, sinus 12/15/80, 14:21:97-100 
X-ray, “stress,” for knee injury 2/15/81, 15:3:144 
of wrist injury 3/30/81, 15:6:104-112 
see also Tomography, computerized axial; 
Ultrasonography; and specific technique 
R assay 
in breast cancer therapy 3/30/82, 16:6:87-100 
estrogen, of tumor 10/15/82, 16:17:201-212 
in pregnancy 1/15/81, 15:1:78-84 


y 
for breast cancer 10/15/82, 16:17:188-194; 
5/30/82, 16:10:62-89; 1/15/82, 16:1:18-26 
compared with mastectomy 1/15/82, 16:1:26 
effect on puimonary function 5/30/82, 
16:10:84-85, 89 
indications for 5/30/82, 16:10:84-85 
for inflammatory lesion 5/30/82. 16:10:90 
for local metastatic disease 5/30/82, 
16:10:119, 122-123 
patient experiences 11/30/82, 16:20:121-143 
survival rates 5/30/82, 16:10:73 
cancer, risk of 4/15/84, 18:7:45-51 
as cause of hypothyroidism, radioiodine 3/15/83 
17:5:17-20 
for the elderly 10/30/83, 17:18:106-107 
side effects of 11/30/83, 17:20:105-106 
in head and neck cancer 6/15/84, 18:11:146-151 
tor hemangiomas 6/30/84, 18:12:143-144 
for multiple myeloma 4/30/80, 14:86:28, 30 





for pediatric cancer, long-term effects 7/15/82 
16:13:167-177 
of cranial, cause of learning disorders 7/15/82 
16:13:167-168 
dactinomycin, and decreased risk of 
radiation-associated second neoplasms 
7/15/82, 16:13:178 
sexual and reproductive impairment 7/15/82 
16:13:168-173 
for prostate cancer, interstitial 1/15/82, 16:1:32 
megavoltage 1/15/82, 16:1:32 
for thyroiditis, radioiodine 6/30/83, 17:12:129-140 
for thyrotoxicosis, radioiodine 4/15/83, 17:7:175-180 
xerostomia from 2/29/84, 18:4:65-69 


Rape 
homosexual 10/30/80, 14:18:131-143 
Raynaud's disease 


diagnosis and management 3/30/84, 18:6:19, 194 
(RR); 11/30/83, 17:20:70-97 
associated disease 11/30/83, 17:20:79 
biofeedback therapy 11/30/83, 17:20:97 
causes 11/30/83, 17:20:71-73 
digital pressure and pulse volume 11/30/83 
17:20:81 -85 
drug therapy 11/30/83, 17:20:89-92 
intravenous reserpine 11/30/83, 17:20:92-93 
history 11/30/83, 17:20:70-74 
lab tests, plethysmography 11/30/83, 17:20:80-81 
Patient Education Aid 11/30/83, 17:20:101-102 
physical exam 11/30/83, 17:20:74-80 
plasmaphoresis, sympathectomy 11/30/83, 17:20:97 
preventing attacks 11/30/83, 17:20:85-89 
Record keeping, see Medical records 


Rectal 
as Cystic fibrosis symptom 2/28/82, 16:4:22, 48 
see Consultations 


Reflex sympathetic dystrophy 
diagnosis and management 4/15/84, 18:7:107-109 
Rehabilitation 


ankle injury 3/15/81, 15:5:130, 137 
asthma camps 11/30/81, 15:20:91-93 
elbow injury 4/15/81, 15:7:78-79 
knee injury 2/15/81, 15:3:155-165 
self-help devices, 
ambulatory aids 5/30/84, 18:10:125-156 
for hand impairment 4/30/84, 18:8:48-99 
for limited reach 5/15/84, 18:9:162-202 
shoulder injury 4/15/81, 15:7:60 
for stroke victims, see Stroke rehabilitation 
wheelchairs 6/15/84, 18:11:48-86 
see also Physiatry 
Relaxation 


therapy 
for stress 1/30/84, 18:2:18 (RR), 7/15/83, 
17:13:139-143 
Renal disorders 
infarction, diagnosis 9/30/84, 18:16:58-59 
see also Kidney disorders 
lendu-Osler-Weber syndrome 
upper G! oleeding 1/30/81, 15:2:36, 46 
Research 


acquired immune deficiency syndrome 1/15/84 
18:1:766, 195 

in allergy and immunology 11/30/83, 17:20:20-67 

on B-acrenergic blockers for acute Mi 6/30/83 
17:12:17-55 

B-Biocker Heart Attack Trial 1/30/83, 17:2:42-43 

bile acid therapy, gallstones 9/15/80, 14:15:120-133 

biologic response modifiers 1/15/82, 16:1:37-40 
monocional antibodies 1/15/82, 16:1:61-66 

breast cancer therapy 1/15/32, 16:1:26 

cancer drugs, randomized trials vs historic 
studies 4/15/82, 16:7:118-127 

cancer therapy, clinical trials participation 
1/15/82, 16:1:62-86 

interferon 1/15/82, 16:1:40-56 

chernonucleolysis, for herniated jumbar disks 
1/30/83, 17:2:87-88 

chemotherapy, for breast cancer, pre- and 
postmenopausal! recurrence rates 5/30/82, 

16:10:93, 96-97, 118-119 

cognitive impairment in elderly, drug therapy 
2/28/83, 17:4:58-59 

congenital anomalies, and type of maternal 
diabetes 2/15/82, 16:3:147-148 

COPD, oxygen therapy 3/30/83, 17:6:74 

cystic fibrosis 2/28/82, 16:4:52-53 

diabetes control 4/15/80 , 14:7:140-145 
sulfonylureas, UGDP study 3/15/82, 16:5:175 

drug effects on fetus 5/30/80, 14:10:26-37, 71-84 

estrogen effects, on insomnia and vasomotor flushes 
during menopause 6/15/83, 17:11:100 

estrogen-progestin effects on bone density 6/15/83, 
17:11:103 
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Research continued 
in family practice 2/15/81, 15:3:225-230 
antibiotic use, COOP project 12/15/80 
14:21:172-185 
patient expeciations survey 1/15/80, 14:1:60-76 
record sharing, survey 1/15/80 
14:1:108-122, 141 
tonsillectomy, utility of 12/15/80, 14:21:85 
91-92 
in hematology 2/15/81, 15:3:169-179 
high-risk pregnancy, assessment 7/15/81 
15:13:181 
marijuana use and effects 5/30/80 
14:10:112-144 
memory loss 5/15/80, 14:9:64 
mesothelioma 3/15/83, 17:5:175 
premature birth and neurologic sequelae 1/15/83. 
17:1:121 
sterilization techniques 5/15/83, 17:9:171-175 
stress physiology, phases of response in man and 
monkeys 2/15/83, 17:3:50-52 
ulcer therapy, drug studies 9/30/81 
15:16:76-77 
viral etiology 3/15/82, 16:5:155, 160 
on vitamin C, benefits and toxic effects 5/15/83 
17:9:18-23, 25-27, 44-45, 47, 48, 58, 64-74 
see also Primary care 
Respiration, artificial 
for status asthmaticus 
CO2/O> levels as indication 6/15/83, 
17:11:61-66 
and hyperalimentation 6/15/83, 17:11:87, 88 
intermittent mandatory ventilation 6/15/83 
17:11:78, 82 
intermittent positive-pressure breathing 6/15/83 
17:11:68, 82 
Respiratory diseases 
asthma 8/15/81, 15:14:31-131 
gastroesophageal reflux as trigger 8/15/81 
15:14:63 
nasal polyps and sinus as trigger 8/15/81 
15:14:63 
coccidioidomycosis 8/15/82, 16:14:155-158 
physical diagnosis 9/30/82, 16:16:12-59 
see also Asthma 
Respiratory disorders 
apnea, infant, diagnosis 6/15/84, 18:11:18-47 
cystic fibrosis, see Cystic fibrosis 
pneumonias, Legionella pathogen 4/15/81, 
15:7 
Pontiac fever, pathogen 4/15/81, 15:7:93 
sleep apnea 8/15/80, 14:14:162-163 
smoke inhalation 7/15/84, 18:13:172-202 
see also Pulmonary disorders; Respiratory 
distress syndrome; Respiratory tract infection 
distress syndrome 
adult, acute respiratory distress syndrome 6/15/83 
17:11:46-47, 50 
artificial surfactant, use in infant 1/15/83 
17:1:116 
steroid prophylaxis 1/15/83, 17:1:108-110 
lespiratory tract infection 
in Chronic obstructive pulmonary disease 7/15/84 
18:13:227-233 
common cold 11/15/83, 17:19:20-50 
Patient Education Aid—common cold 11/15/83, 
17:19:49-50 
in geriatric patients 4/30/84, 18:8:133-134 
influenza 12/15/80, 14:21:115 
Patient Education Aid—colds and flu, home care 
9/30/80, 14:16:136-137 
pneumonia 11/15/83, 17:19°52-85; 12/15/80 
14:21:135, 139 
sinusitis, and adult otitis media 12/15/80 
14:21:40 
Retarded patient, see Mental retardation 
Reticular activating system 
role in physiology of stress reaction 2/15/83, 
17:3:43-50 
role in sleep 8/15/80, 14:14:122-126 
Retinoblastoma 


diagnosis 2/15/82, 16:3:19, 62 
risk of osteogenic sarcoma 7/15/82 
16:13:178, 180 


Retirement 
and health 5/30/84, 18:10:157 (WYPA) 
Rhabdom 


yosarcoma 

diagnosis 2/15/82, 16:3:30, 62 

muicropelvis, due to radiation 
7/15/82, 16:13:176 

palliative surgery, chemotherapy for 4/15/82, 
16:7:152, 158 


rheumatoid arthritis, treatment, surgery 4/15/83 
17:7:73-94, 11/30/82, 16:20:49-85 








Rhinitis 
allergic, etiology 10/15/83, 17:17:186; 8/15/82, 
16:14:105 
management 10/15/83, 17:17:186-203; 8/15/82, 
16:14:103-127 
allergy testing 10/15/83, 17:17:199 
differential diagnosis 10/15/83, 17:17:188, 
8/15/82, 16:14:104-109 
drug therapy 10/15/83, 17:17:189-195; 
8/15/82, 16:14:122-126 
environmental control 8/15/82, 16:14:116-122 
immunotherapy 10/15/83, 17:17:203; 8/15/82, 
16:14:126 
nasal smear, skin tests 8/15/82, 16:14:111-116 
Patient Education Aid 8/15/82, 16:14:127 
vs sinusitis diagnosis 12/15/80, 14:21:97-100 
treatment advances 2/15/84, 18:3:150-161 
nonallergic eosinophilic 10/15/83, 17:17:188-189 


manipulative therapy of 5/15/84, 18:9:45-75 
Rocky Mountain fever 


diagnosis and treatment 7/15/82, 16:13:21-45 
differential laboratory diagnosis 7/15/82, 
16:13:24- 
incidence of 7/15/82, 16:13:22-23 
recognition and management 3/30/81, 
15:6:27-33, 62 
Roundworm see Parasitic diseases, intestinal 


Salicylates 
during pregnancy 5/30/80, 14:10:61 
Salmonella 


diagnosis and management 5/15/83, 17:9:80, 
91-92, 95 
Salpingitis, see Pelvic inflammatory disease 
oidosis 


and hypercaicemia risk 1/30/82, 16:2:47-50 
Sarcoma 


Kaposi's and acquired immune deficiency syndrome 
1/30/84, 18:2:125-126; 1/15/84, 18:1:173-178, 183 


Scabies . 
treatment 4/15/83, 17:7:57-€0; 7/15/82, 16:13:59-61 
Scars, see Cicatrix 

Se 


disease 
diagnosis 4/30/81, 15:8:118-119 
renia 


diagnosis 1/15/84, 18:1:66-89 
management 1/15/84, 18:1:99-125 
Scleroderma 


as cause of dysphagia 8/15/81, 15:14:178 


apy 
for varicose veins 10/15/84, 18:17:16 (RR); 
3/30/84, 18:6:64-70 


Scoliosis 

diagnosis 4/30/81, 15:8:118-124 

etiology 4/30/81, 15:8:111-117 

family counseling 4/30/81, 15:8:125 

management 4/30/81, 15:8:125-127 

measurement of curvature 4/30/81, 15:8:116, 123 
Moiré topography 4/30/81, 15:8:123 

orthotic biofeedback 1/15/83, 17:1:41 

physical exam 4/30/81, 15:8:117-118 

spinal cord injury in surgery, prevention with evoked 
potentials 1/15/83, 17:1:35 

types of 4/30/81, 15:8:112-113 


on scalp 5/15/80, 14:9:67-68, 74-78, 80-81 

Sedatives, see Hypnotics and sedatives 

Seizures, see Convulsions 

Self-help devices 

ambulatory aids 11/15/84, 18:19:166 (RR); 
10/30/84, 18:18:16 (RR); 5/30/84, 18:10:126-156 

for hand impairment 4/30/84, 18:8:48-99 

importance of 6/15/84, 18:11:16 (RR) 

for limited reach 5/15/84, 18:9:162-202 

wheelchairs 6/15/84, 18:11:48-86 

Senile dementia 


vs stress-induced depression 11/30/81, 
15:20;115-117 
CT scan in diagnosis 11/30/81, 15:20:117 
see a/so Dementia 


and cholangitis 10/15/80, 14:17:149 
and corticosteroid therapy 7/15/83, 17:13:248-249 


Septum 

deviated 10/30/83, 17:18:120-125 
perforation from irritants 10/30/83, 17:18:125 
Sex education 


communication tips 11/15/82, 16:19:80, 82, 100-101 
early questions 11/15/82, 16:19:82-83, 87-88 
emotional values 11/15/82, 16:19:105, 109, 112, 114 
and language 11/15/82, 16:19:100-101 
misinformation 11/15/82, 16:19:67-70 

aphrodisiacs 10/15/83, 17:17:220 





at office visits 11/15/82, 16:19:88, 93 

parents’ role 11/15/82, 16:19:70, 73-75, 80 

Patient Education Aid — questions about sex 
11/15/82, 16:19:115-116 

reading list 11/15/82, 16:19:110-111 

sex play 11/15/82, 16:19:101, 104-105 

uncooperative parents 11/15/82, 16:19:93, 
97, 100 


Sexual abuse 
of child 6/15/83, 17:11:159, 173, 174; 4/30/83, 
17:8:120-121; 9/15/80, 14:15:44-45 
as factor in genital infections 2/28/81, 15:4:142 


anorgasmy 4/30/83, 17:8:93, 116, 132 
in chronically ill patient 9/30/81, 15:16:114-119 
geriatric evaluation 2/15/80, 14:3:113-114, 
119, 124 
FlowCharts, lesions and scrotal swelling 2/15/80, 
14:3:172-173, 176-177 
in homosexual 9/30/80, 14:16:81 -93 
impotence 4/30/83, 17:8:93; 2/28/82, 16:4:79-150 
drug-induced 2/28/82, 16:4:92-93 
etiology 2/28/82, 16:4:85-92, 132, 143 
nocturnal penile tumescence 2/28/82, 
16:4:103, 133, 143 
patient education materials 2/28/82, 
16:4:100-112, 117 
penile implants, revascularization 2/28/82, 
16:4:114-117 
prognosis 2/28/82, 16:4:89, 92 
psychoanalysis, role of in treatment 2/28/82, 
16:4:112-114 
squeeze technique 2/28/82, 16:4:107-110 
testosterone therapy, placebo effect 2/28/82, 
16:4:117-121, 143 
in leukemia survivor 7/15/82, 16:13:168-173 
marital counseling 4/30/83, 17:8:87-137 
Peyronie's disease 2/28/82, 16:4:69 
121-129, 132 
sterility, due to cystic fibrosis 2/28/82, 
16:4:22-23 
stress-related 11/30/81, 15:20:120-121, 124; 
9/15/81, 15:15:60-61 
transmitted 


acquired immune ere oe. 
diagnosis 1/15/84, 18:1 195 
management 1/30/84, 182 125- 136 
patient experiences 1/30/84, 18:2:138-151 
prevention 1/30/84, 18:2:153-161 

drug therapy 10/30/80, 14:18:78-87, 
103, 113 

gonococcal proctitis 4/30/80, 14:8:90-91 

gonorrhea, oral and pharyngeal, treatment 
2/28/81, 15:4:142; see also Gonorrhea 

Hemophilus vaginalis 10/30/80, 14:18:110-113 

hepatitis, acute, type B 10/30/80, 14:18:90-91 

herpes genitalis 11/15/81, 15:19:200, 213-220; 
10/30/80, 14:18:92-97, 108 

herpes simplex 4/15/83, 17:7:41-49; 2/28/81, 
15:4:140-141; 1/15/81, 15:1:40-46 

in homosexual patient 10/30/80, 14.18:68-124; 
9/15/80, 14:15:58 

incidence 4/15/83, 17:7:19-20 

molluscum contagiosum 4/15/83, 17:7:60-62 

pediculosis pubis 4/15/83, 17:7:41, 49-56; 
10/30/80, 14:18:118 

pelvic inflammatory disease 6/30/83, 
17:12:81-109 

and pharyngitis 12/15/84, 18:21:53-54 

scabies 4/15/83, 17:7:57-60 

syphilis, see Syphilis 

trichomoniasis 4/15/83, 17:7:36-41 

urethritis, nongonococcal 4/15/83, 17:7:20-21; 
10/30/80, 14:18:70-81 

— 4/15/83, 17:7:31-36; 4/30/82, 16:8:15-54; 
10/30/80, 14:18:110-113 

venereal warts 9/30/84, 18:16:64-76; 4/15/83, 
17:7:36-41; 4/30/82, 16:8:16, 19, 40; 10/30/80, 
14:18:97-98 

see also specific disorder 

infections 


diagnosis and management 5/15/83, 17:9:95, 
99, 103 


Shigellosis, see Parasitic diseases, intestinal 
, see Herpesvirus infections 


cardiogenic 7/15/83, 17:13:255-278 
after myocardial infarction 7/15/83, 17:13:255-277 
balloon counterpulsation 7/15/83 
17:13:261 -262 
drug therapy 7/15/83, 17:13:256-273 
glucose-insulin-potassium infusion 7/15/83, 
17:13:273, 276-277 
cardiomyopathy 7/15/83, 17:13:277-278 
septic 7/15/83, 17:13:244, 246 
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Shoulder disorders 
injury 4/15/81, 15:7:34-67 
acromiociavicular separation 4/15/81, 15:7:52-56 
adhesive capsulitis 4/15/81, 15:7:45 
physical therapy for 4/15/81, 15:7:60 
anatomy of 4/15/81, 15:7:35 
FlowChart 4/15/81, 15:7:°58-59 
fractured clavicle 4/15/81, 15:7:63-67 
rotator cuff tear 4/15/81, 15:7:60 
skiing 11/15/83, 17:19:210-212 
joint replacement 4/15/83, 17:7:63 
self-help devices 5/15/84, 18:9:162-202 
Shy-Drager syndrome 
neurologic characteristics 11/30/81, 15:20:26-27 
Sickle cell trait, see Anemia, sickle cell 


Sigmoidoscopy 

flexible scope 12/15/84, 18:21:25 (RR), 11/15/84 
18:19:15 (RR), 9/15/84, 18:15:179-185 (PFYP) 
5/15/84, 18:9:98-126, 1/15/82, 16:1:37 

in lower GI bleeding, 
diagnosis 3/30/84, 18:6:78-117 
treatment 3/30/84, 18:6:129-133 

rigid scope 5/15/84, 18:9:105-108 

Sinusiti 


acute frontal, management 10/15/83, 17:17:204-207 
and adult otitis media 12/15/80, 14:21:40 
complications 4/15/82, 16:7:107-111 
diagnosis 4/15/82, 16:7:73-85 
vs allergic rhinitis 12/15/80, 14:21:97-100 
FlowChart 4/15/82, 16:7:96-97 
fungal infections 4/15/82, 16:7:76, 82. 95 
laboratory tests 4/15/82, 16:7:°82, 84 
FlowChart, treating 12/15/80, 14:21:106-107 
refractory 12/15/80, 14:21:107 
treatment 4/15/82, 16:7:°88-107, 12/15/80 
14:21:100-105, 107 
of chronic 4/15/82, 16:7:95-103 
surgical procedures 4/15/82, 16:7:102-103 
FlowChart 4/15/82, 16:7:98-99 
Sjogren's syndrome 
xerostomia in 2/29/84, 18:4:49-64, 11/15/80 
14:19116 
injuries 
diagnosis 11/15/83, 17:19:182-217 
Achilles tendon, rupture 11/15/83, 17:19:203-204 
fractures, lower extremity 11/15/83, 17:19:204-207 
knee injuries 11/15/83, 17:19:182-203 
anterior cruciate ligament tears 11/15/83 
17:19:182-191 
differential fractures, dislocations, and 
neurovascular injuries 11/15/83, 17:19:198 
differential fractures and meniscal tears 11/15/83 
17:19:185-186 
Lachman and lateral pivot shift tests 11/15/83 
17:19:186-191 
medial collateral ligament tears 11/15/83. 
17:19:191-203 
association with anterior Cruciate ligament tears 
11/15/83, 17:19191-194 
testing for 11/15/83, 17:19:203 
lacerations 11/15/83, 17:19:212 
muscle and tendon strains 11/15/83, 17:19:217 
shoulder injuries 11/15/83, 17:19:210-212 
thumb injuries 11/15/83, 17:19:207-210 
epidemiology of 11/15/83, 17:19:184-185 
equipment 11/30/83, 17:20:180-188: 11/15/83 
17:19:206-207 
bindings 11/30/83, 17:20:180-181 
boots 11/30/83, 17:20:181-184 
orthotic devices 11/30/83, 17:20:184-188 
prevention 11/30/83, 17:20:145-206 
clothing 11/30/83, 17:20:192-203 
cold stress 11/30/83, 17:20:203-206 
exercises 11/30/83, 17:20:148-180 
aerobic 11/30/83, 17:20:160-180 
strength 11/30/83, 17:20:159-160 
Patient Education Aid 11/30/83, 17:20:170-177 
stretching 11/30/83, 17:20:148-159 
Patient Education Aid 11/30/83, 17:20:151-155 
in disorders 


acne 8/15/83, 17:14:133-157. 4/30/80 
14:8:124-125 
corticosteroid therapy 4/30/81, 15:8:40 
decubitus uicers 2/28/83, 17:4:39, 9/15/82 
16:15:58-89, see a/so Uicers, decubitus 
dermatitis 
contact 5/15/80, 14:9°67-69, 79-81 
in swimmers 6/15/82, 16:11:88-106 
allergic 6/15/82, 16:11:105-106 
chemically-induced 6/15/82, 16:11:105-106 
coelenterate-induced 6/15/82, 16:11:96-100 
management 4/30/83, 17:8:37-82 
folliculitis trom hot tubs 9/15/83, 17:15:186 
for fungal infections 1/15/81, 15:1:171 








hydrocortisone, OTC use 1/15/81, 15:1:170-179 
ketoconazole treatment 1/15/81, 15:1:174 
lichen planus 4/30/81, 15:68:41 
in neonate, 
cutis aplasia 5/30/83, 17:10:106 
erythema toxicum 5/30/83, 17:10:104 
hemangiomas 5/30/83, 17:10:106 
as sign of syphilis 5/30/83, 17:10:102, 104 
pruritus 
diagnosis 8/15/84, 18:14:18-60 
treatment 10/15/84, 18:17:°89-121 
psoriasis 5/15/80, 14:9:67, 68, 78 
punch biopsy 10/15/84, 18:17:205-208 (PFYP) 
of scalp, differential diagnosis 5/15/80, 14:9:67-91 
FlowChart 5/15/80, 14:9:80-81 
topical agents 5/15/80, 14:9:88-90 
staphylococcal scalded-skin syndrome 1/15/81 
15:1:139 
steroid skin syndrome 1/15/81, 15:1:178 
see also Hair loss; Suturing techniques; and 
specific disorder 
lesions 


due to Lyme disease, erythema chronicum migrans 
8/15/82, 16:14:245-249 

pigmented lesions, warts, folliculitis 4/30/83 
17:8:64-65, 75 

Skin tests 

for allergic rhinitis 8/15/82, 16:14:114-118 

for atopy 8/15/81, 15:14:105-108 
procedures 8/15/81, 15:14:109-117 

for penicillin allergy 4/30/84, 18:8:22-32; 1/30/80 
14:2°65 


Sleep disorders 
apnea 8/15/80, 14:14:162-163 
insomnia 
Patient Education Aids 8/15/80, 14:14:131 
134-135 
physiology of 8/15/80, 14:14:122-126 
treatment in Britain 3/30/81, 15:6:14-15, 146 
stress-related 9/15/81, 15:15:60-61, 252-268 
DIMS vs DOES, differentiating 9/15/81 
15:15:256-257 
see also insomnia 
Smoke inhalation, see Burns, inhalation 
Smoking 
and carbon monoxide poisoning 11/15/83 
17:19:171, 177 
cessation program 8/15/80, 14:14:66-121 
nicotine gum 6/15/84, 18:11:196-203 
counseling the chronic obstructive pulmonary 
disease patient 6/15/84, 18:11:177-179, 186 
effects on bronchodilator therapy 3/30/83, 17:6:39 
effects on prostagiandin metabolism 10/15/81 
15:17:197 
in geriatric patient 1/30/80, 14:2:100, 103 
as insomnia factor 9/15/81, 15:15:257 
and intermittent claudication 8/15/83 
17:14:126 
prenatal effects 3/15/81, 15°5:49-51 
risk factor 
in Chronic obstructive pulmonary disease 5/15/84 
18:9:130-134 
in lung cancer 1/15/83, 17:1:175-178 
in mesothelioma 3/15/83, 17:5:164 
in stroke 4/15/82, 16:7:18 
in vulvar cancer 1/15/83, 17:1:136 
as stress factor 9/15/81, 15:15:136-138 
nodules 


evaluation 11/15/82, 16:19:121-158 
chest X-ray 11/15/82, 16:19:123, 126-128 
fiberoptic bronchoscopy 11/15/82, 16:19:131 
134, 138, 143 
FlowChart 11/15/82, 16:19:148 
growth rate 11/15/82, 16:19:128, 131 
history 11/15/82, 16:19:122-123 
low-yield studies 11/15/82, 16:19:131-134, 138, 143 
metastatic spread 11/15/82, 16:19:143-146, 151-152 
to mediastinum 11/15/82, 16:19:145-146, 151-152 
staging 11/15/82, 16:19:144 
nature of 11/15/82, 16:19:121-122 
percutaneous needle aspiration 11/15/82 
16:19:131, 134, 138, 143 
physical examination 11/15/82, 16:19:122-123 
resectability 11/15/82, 16:19:143-145 
surgery, risks of 11/15/82, 16:19152, 155, 158 
thoracotomy 1/15/82, 16:19:131, 138, 152, 155, 158 
disorders 


ychic 
diagnosis 7/15/84, 18:13:23-51 
drugs and 11/15/84, 18:19°'124-153 
endocrinopathies 7/15/84, 18:13:55-84 
nutrition and 10/15/84, 18:17:55-70 
organic causes 10/15/84, 18:17:65-84 


growth hormone therapy 9/30/84, 18:16:19-39 





Somogyi phenomenon 
diagnosis 3/15/80, 14:5:54-58 
y, see Ultrasonography 
Sore throat, see Pharyngitis 
Spasticity, see a system disorders 
k 


for pain 4/15/84, 18:7:113-115 
indications 9/15/80, 14:15:93-120 
disorders 


cancer 2/15/83, 17:3:152-153 

compression fractures due to neoplasms 5/15/81 
15:9:48-49 

diagnosis, somatosensory evoked potentials 
1/30/83, 17:2:92-94 

herniated disk disease, diagnosis 1/30/83. 
17:2:88-91 

myelography and CT scan 1/30/83, 17:2:53 
59-63, 76 


management 
chemonucleolysis 1/30/83, 17:2:83-91 
manipulative therapy, 
muscle energy techniques 8/15/84, 18:14:137-176 
reviewers’ comments 8/15/84, 18:14:179-189 
physical diagnosis of 12/15/82, 16:21:199 
in neonate 5/30/83, 17:10:115, 138 
tumors, CT scan diagnosis 1/30/83, 17:2:56 


for asthma 8/15/81, 15:14:95-105 
for chronic obstructive pulmonary disease 5/15/84 
18:9:146-155 


Spleen disorders 
Capsule Review 10/30/80, 14:18:58-59 
diagnosis 10/30/80, 14:18:58-64 

palpating spleen 10/30/80, 14:18:60-64 

and percussion 10/15/82, 16:17:142-144 

hypersplenism 10/30/80, 14:18:64-65 
management 10/30/80, 14:18:65 
as mononucleosis symptom 6/30/83, 17:12:58, 73 
rupture, as malaria complication 7/15/82, 16:13:101 


diagnosis 4/30/81, 15:8:118-119, 123 
Sis 
diagnosis 1/30/83, 17:2:74-75 
surgery, isthmic decompression and fusion 1/30/83 
17:2:73-79 
Sports injuries, see Athletic injuries; Sports 
medicine; and specific injury 
medicine 


Sports e 
Achilles tendon injury 3/15/81, 15:5:140-142 
ankte injuries, diagnosis and management 3/15/81 
15:5:108-145 
corticosteroid therapy, tendon and joirit injury 
4/30/81, 15:8:69 
diabetic athiete 3/15/80, 14:5:49 
elbow injury 4/15/81, 15:7:68 
‘tennis elbow” 4/15/81, 15:7:70, 83-84 
helmet removal after accident 4/15/82 
16:7:209-211 
knee injuries 2/28/81, 15:4:47, 2/15/81 
15:3:96-165 
isokinetic exercises 2/15/81, 15:3:161-162 
weight exercises 2/15/81, 15:3:163-165 
menstrual dysfunction in athlete 9/15/82, 16:15:14 
near-drowning, treatment 6/15/82 
16:11:141-166 
alert patient 6/15/82, 16:11:146-147, 155 
blunted consciousness 6/15/82 
16:11:155, 163 
comatose patient 6/15/82, 16:11:163-166 
FlowChart 6/15/82, 16:11:173 
olecranon bursitis 4/15/81, 15:7:84-85 
scuba-diving, 
air travel effects 6/15/82, 16:11:37 
contraindications 6/15/82, 16:11:115-116 
decompression sickness 6/15/82 
16:11:137-138 
Capsule Review 6/15/82, 16:11:116-117 
ear problems, 
barosinusitis 6/15/82, 16:11:131, 134, 137 
barotitis media 6/15/82, 16:11:126-127, 130-131 
Otitis externa 6/15/82, 16:11:116-117, 125-126 
Patient Education Aid 6/15/82, 16:11:139 
treating 6/15/82, 16:11:126-127 
shin splints, treatment 3/15/81, 15:5:145 
shoulder injury 4/15/81, 15:7:34-67 
Skiing injuries, 
diagnosis 11/15/83, 17:19:182-217 
prevention 11/30/83, 17:20:145-206 
submersion injury, categories 6/15/82 
16:11:143 
swimmer's ear, prevention 5/15/81, 15:9:120-122 
swimmers’ skin problems 6/15/82, 
16:11:88-106 
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TABLETS and CAPSULES 
oo Sapa caaamascaiss 
Descript 


Tablets: Contain codeine phosphate*: No. 1—7.5 mg (Ye gr) 
No. 2—15 mg. (% gr); No. 3—30 mg (¥ gr): No. 4—60 mg 
(1 gr)— plus acetaminophen 300 mg 
Capsules: Contain codeine phosphate*: No. 3—30mg(¥% gr) 
No 4—60 mg (1 gr)— plus acetaminophen 300 mg 
Elixir: Each 5 mi contains 12 mg codeine phosphate* plus 120 
mg acetaminophen (alcohol 7%) 
“Warning: May be habit forming 
Contraindications: Hypersensitivity to acetaminophen or 
codeine 
Warnings: Drug dependence: Codeine can produce drug 
dependence of the morphine type and may be abused 
Dependence and tolerance may develop upon repeated ad- 
ministration: prescribe and administer with same caution ap 
propriate to other oral narcotics. Subject to the Federal 
Controlled Substances Act 
Precautions: General— Head injury and increased intracra 
nial pressure: Respiratory depressant effects of narcotics and 
their capacity to elevate Cerebrospinal fiuid pressure may be 
markedly exaggerated in the presence of head injury, other 
ntracranial lesions or a pre-existing increase in intracrania 
pressure. Narcotics produce adverse reactions which may 
obscure the clinical course of patients with head injuries 
Acute abdomina/ conditions: Codeine or other narcotics may 
obscure the diagnosis or clinical course of acute abdomina 
conditions 
Special risk patients: Administer with Caution to certain pa 
tients such as the elderly or debilitated and those with severe 
mpairment of hepatic or renal function, hypothyroidism, Add 
son's disease, and prostatic hypertrophy or urethral stricture 
information for Patients: Usage in ambulatory patients 
Codeine may impair mental and/or physical abilities required 
for performance of potentially hazardous tasks such as driving 
a Car or operating machinery 
interactions: Patients receiving other narcotic anaige 
sics. general anesthetics, phenothiazines, other tranquilizers 
sedative-hypnotics or other CNS depressants (including alco 
ho!) with this drug may exhibit additive CNS depression. Wher 
such a combination is contemplated. reduce the dose of one or 
both agents 
The use of MAO inhibitors or tricyclic antidepressants with 
codeine preparations may increase the effect of either the 
antidepressant or codeine 
The concurrent use of anticholinergics with codeine may 
produce paralytic ileus 
Carcinogenesis, Mutagenesis, Impairment of Fertility: No 
ong-term studies in animals have been performed with acet 
amuinophen or codeine to determine carcinogenic potential or 
effects on fertility 
Acetaminophen and codeine have been found to have no 
mutagenic potential using the Ames Salmonella-Microsoma 
Activation test. the Basc test on Drosophila germ cells, and the 
Micronucieus test on mouse bone marrow 
Terat ic Effects: Pregnancy Category C. Codeine has 
been shown to be teratogenic in mice when given in doses 17 
times the maximum human daily dose. There are no adequate 
and well controlied studies in pregnant women 
TYLENOL with Codeine should be used during pregnancy only 
f the potential benefit justifies the potential risk to the fetus 
Nursing Mothers: | 1s not known whether the components of 
this drug are excreted in human milk; caution should be 
exercised when TYLENOL with Codeine is administered to a 
nursing womar 
Use: Safe dosage of the elixir has not been est ab- 
shed in children below the age of three: the tablets ar 
capsules should not be administered to children under 12 
Adverse Reactions: Vos! frequent Lightheadedness_ dizz 
ness. sedation, shortness of breath, nausea and vomiting. and 
are: more prominent in ambulatory than in nonambulatory 
patients; some of these may be alleviated if the patient lies 
down. Others: euphoria, dysphoria, constipation, and pruritus 
At higher doses codeine has most of the disadvantages of 
morphine inciudi aI respiratory depression 
and Adminis’ istration: Dosage should be adjusted 
according 'o severity of pain and response of the patient 
TYLENOL with Codeine tablets and capsules are given orally 
The usual adult dose is: Tablets No. 1, No. 2. and No. 3 and 
Capsules No. 3: One or two every four hours as required 
Tablets and Capsules No 4: One every four hours as required 
The recommended dose of codeine in children is 0.5 mg/kg 
body weight 
TYLENOL with codeine elixir contains 12 mg of codeine/S m 
teaspoon and is given orally The usual doses are: Children (3 
to6 years) 1teaspoonful (5m!) 3 or 4 times daily: (7 to 12 years) 
2 teaspoonsful (10 mi) 3 or 4 times daily; (under 3 years): safe 
dosage has not been established. Adults: 1 tablespoonful (15 
mi) every 4 hours as needed 
Full directions for use should be read before administering or 
prescribing 
For information on symptoms/treatment of overdosage. see 
full prescribing information 
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Sports medicine continued 

wrist and hand injury 3/30/81, 15:6:102-134 

see also Athletic injuries; and specific injury 
ium 

microscopic exam 5/30/84, 18:10:47-54 

Staphylococcal infections 


penicillinase-resistant penicillins for 1/30/80 
14:2:40-44, 74 
in neonates 1/30/80, 14:2:44, 74 
staphylococcal scalded-skin syndrome 1/15/81, 
15:1:130 
Statistics 
laboratory tests, evaluation 2/15/80, 14:3:74-93 
Steatorrhea 


caused by cholestasis 2/29/80, 14:4:63 
as symptom of malabsorption 1/30/83, 17:2:97-103 
10/15/81, 15:17:128-131 
FlowChart, causes of 10/15/81, 15:17:176-177 
Steele-Richardson-Olszewski syndrome 
and memory loss 5/15/80, 14:9:40, 46, 65 
Ss! 


tenosis 
as indication for PTCA 1/15/81, 15:1:12-28 
tracheal 1/15/81, 15:1:108-109 
valvular 2/28/81, 15:4:106-122 
Sterilization 
female 5/15/83, 17:9:128-175 
candidates for 5/15/83, 17:9:130-134 
Capsule Review, fallopian tubes 5/15/83 
17:9:129-130 
colpotomy 5/15/83, 17:9:128, 130 
culdoscopy 5/15/83, 17:9:128, 130 
ectopic pregnancy, as result of 5/15/83, 17:9:157 
experimental modes 
methyl-2-cyanacrylate (MCA) 5/15/83 
17:9:162-163 
removable silicone plug (RSP) 5/15/83, 17:9:162 
laparoscopy 5/15/83, 17:9:139-141 
laparotomy 5/15/83, 17:9:130 
minilaparotomy 5/15/83, 17:9:141, 143 
Patient Education Aid 5/15/83, 17:9:146-147 
rate 5/15/83, 17:9:128 
reversal 
evaluation and costs of 5/15/83, 17:9:162-171 
technique 5/15/83, 17:9:171-175 
risk, for interval, postpartum, combined sterilization 
5/15/83, 17:9:139 
male 7/15/83, 17:13:166-197 
Steroids, see Corticosteroids; Drug therapy, 
steroids; Hormones 
Still's disease, adult 
and lupus erythematosus, systemic 3/30/84 
18:6:153-156 
h diseases see Gastrointestinal disorders; 
Ulcers; and specific disorder 
Strabismus 
screening 10/15/84, 18:17:21-52 
Streptococcal infections 


pediatric diagnosis and management 1/30/80 
14:2:37-38, 69, 73 


Stress 

acute, drug therapy 7/15/83, 17:13:128-133, 138 
3/30/83, 17:6:79-141 

alcohol, effects of 3/30/83, 17:6:84 

assessment, as aspect of holistic medicine 
10/15/81, 15:17:182-185 

as cause of chest pain 11/30/81, 15:20:101-111 

as Cause of geriatric depression 11/30/81 
15:20:115-117 

as cause of hyperglycemia 3/15/80, 14:5:49-55 
66-67 


as cause of sexual dysfunction 11/30/81 
15:20:120-121, 124 
as Cause of vertigo 5/30/81, 15:10:32 
counseling, primary physician's role 7/15/83, 
17:13:153-163; 3/30/83, 17:6:127-141 
diagnosis and management 9/15/81, 15:15:21-268 
defining, medically significant 9/15/81 
15:15:31 -39 
as factor in organic disease 9/15/81, 15:15:173-189 
disease-induced 11/30/81, 15:20:133-138, 141-142 
due to major loss 2/15/83, 17:3:57-88 
factors, smoking and alcohol 9/15/81 
15:15:136-138, 252-257 
family reactions 9/15/81, 15:15:132-133, 240-251 
function vs organic, symptoms 9/15/81, 
15:15:60-75, 129-144, 196-268 
fatigue 9/15/81, 15:15:238-239 
GI symptoms 9/15/81, 15:15:196-235 
headache 9/15/81, 15:15:240-251 
history taking techniques 9/15/81, 15:15:81-104 
Cornell Medical Index, MMPI, use of 9/15/81, 
15:15:100-104, 129 
nonverbal clues 9/15/81, 15:15:96-100. 106-119 





in homosexual patient, medical effects 9/30/80, 
14:16:70-77; 9/15/80, 14:15:58 
management 7/15/83, 17:13:90-163, 2/15/83, 
17:3:16-88 
biofeedback 7/15/83, 17:13:138-139 
and caffeinism 7/15/83, 17:13:102-103, 107-108 
choice of treatment 2/15/83, 17:3:25-29 
referral decision 2/15/83, 17:3:29 
compliance 7/15/83, 17:13:102-103, 110, 116 
exercise 7/15/83, 17:13:143-148 
health habits 7/15/83, 17:13:116-124 
nonpharmacologic approaches 7/15/83, 
17:13:108-118, 138-143 
and overeating 7/15/83, 17:13:106, 107 
physiology 2/15/83, 17:3:31-53 
body pathways, autonomic nervous system vs 
neuroendocrine system 2/15/83, 17:3:39-50 
homeostatic mechanisms 2/15/83, 17:3:50-53 
individuality of response 2/15/83, 17:3:37-39 
receptor changes 2/15/83, 17:3:31 
psychotropic drugs, limitations 2/15/83 
17:3:16-20 
relaxation therapy 1/30/84, 18:2:18 (RR); 
7/15/83, 17:13:139, 142-143 
wellness clinic 7/15/83, 17:13:98-102 
work problems 7/15/83, 17:13:154-158 
as menstrual dysfunction factor 9/15/82, 
16:15:26, 53 
and rate of corticosteroid secretion 5/30/81, 
15:10:95-96 
role in myocardie! infarction 11/15/81, 15:19:78-79 
screening 7/15/83, 17:13:102-107 
suicide risk factors 9/15/81, 15:15.150-159 
and type A personality behaviors 7/15/83, 
17:13:123-128, 11/30/81, 15:20:147-149, 153 
as ulcer cause 9/30/81, 15:16:85-89 
and vitamin C 2/15/84, 18:3:14-15 (RR) 
Stroke 
amaurosis fugax as precursor 4/15/80, 14:7:64 
aphasia, see Aphasia 
as Cause of dementia 2/28/83, 17:4:56 
cerebrovascular disease, as cause of 7/15/82, 
16:13:154-158 
CT scan, in diagnosis 7/15/82, 16:13:129-130 
135-138 
management 7/15/82, 16:13:129-165 
anticoagulants 7/15/82, 16:13:130-135, 138-145 
cerebral hemorrhage 7/15/82, 16:13:145-154 
hypertensive 7/15/82, 16:13:151 
corticosteroids 7/15/82, 16:13:137-138 
FlowChart 7/15/82, 16:13:164-165 
geriatric patient 7/15/82, 16:13:138-145 
“lacunar” 7/15/82, 16:13:159 
multiple infarct dementia 7/15/82, 16:13:159-163 
memory loss 5/15/80, 14:9:37-38 
spasticity, due to decreased neurotransmitier 
5/30/82, 16:10:27 
TIA as precursor 4/15/82, 16:7:18-69; 
7/15/80, 14:13:91 -95 
Carotid vs vertebrobasilar 4/15/82, 16:7:32-51 
management with anticoagulants, antiplatelet 
agents 4/15/82, 16:7:51-63 
RIND, PRIND diagnosis 4/15/82, 16:7:32 
risk factors 4/15/82, 16:7:18-31 
surgical management 4/15/82, 16:7:63-69 
types of, and clinical signs 7/15/82, 16:13:138 
see also Stroke rehabilitation 
Stroke rehabilitation 
catheter infections 8/15/82, 16:14:257-258 
contractures, prevention 8/15/82, 16:14:273-277 
cost factors 8/15/82, 16:14:287-294 
deficit evaluation 8/15/82, 16:14:260-267 
depression 8/15/82, 16:14:280-285 
Patient Education Aid—understanding stroke 
8/15/82, 16:14:295-307 
mobilization 8/15/82, 16:14:267-273 
self-help devices, 
for hand impairment 4/30/84, 18:8:48-99 
for limited reach 5/15/84, 18:9:162-202 
shoulder/hand syndrome 8/15/82, 16:14:257-258 
speech therapy 8/15/82, 16:14:280-285 
see also Stroke 
Sudden intant 


and home monitoring for apnea 6/30/84, 
18:12:56-58 

syndrome 9/15/84, 18:15:15 (RR); 7/15/84, 
18:13:19 (RR); 6/30/84, 18:12:16 (RR); 3/15/84, 
18:5:18-42 


in adolescents, amphetamine withdrawal 11/30/80, 
10:90 


bipolar depression, lithium therapy 11/30/80, 
14:20:108-109 
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Suicide continued 
evaluating degree of risk 11/30/80, 14:20:109-117 
geriatric incidence 2/28/83, 17:4:35-40 
ncidence in physicians 11/30/80, 14:20:117-118 
management 1/15/82, 16:1:222-223 
risk factors 9/15/81, 15:15:150-159 
unipolar depression, antidepressive agents 
11/30/80, 14:20:103-108 
Sunburn 
Patient Education Aid 6/15/82, 16:11:188 
prevention and management 6/15/82, 16:11:186-187 
sunscreens 6/15/82, 16:11:180-187 
as symptom of phototoxicity 6/15/82, 16:11:199-202 
treatment 6/15/82, 16:11:187 
Superior vena cava syndrome 
nN cancer patient 2/15/83, 17:3:134 
etiology 2/15/83, 17:3:136 
radiotherapy 2/15/83, 17:3:145-146 
Surgery 
for acute Mi, indications 2/15/83, 17:3:126-131 
in acute pediatric cancer treatment 4/15/82 
16:7:151 -152 
second look.” indications for 4/15/82 
16:7:179-182 
for adrenal tumors 4/15/83, 17:7:110 
for angina 2/15/84, 18:3:67-87 
antibiotic prophylaxis 7/15/83, 17:13:249-251 
arthroscopy 7/15/84, 18:13:86-114 
bone marrow transplant, ASCR 2/15/81 
15:3:177-178 
cardiac, see Cardiac surgery 
carotid endarterectomy, indications 4/15/82 
16:7:67 -68 
cervical cerciage 7/15/81, 15:13:145 
chemonucleolysis, with chymopapain 1/30/83 
17:2:83-91 
cholecystectomy, alternatives 9/15/80 
14:15:88-133 
endoscopic surgery 9/15/80, 14:15:103-120 
indications 10/15/80, 14.17:120-153 
postoperative drainage 10/15/80, 14:17:136-141 
stricture, management 10/15/80, 14:17:125 
141-145 
for chronic sinusitis, procedures 4/15/82 
16:7:102-103 


aS 





colectomy, indications 3/15/81, 15:5:93-101 
postoperative complications 7/15/83 
17:13:199-200 
preoperative assessment 7/15/83 
17:13:205-206 
colorectal anastomoses, stapling 1/15/81, 
15:1:102-106 
colostomy, declining need for 1/15/83 
17:1:228-229 
corticosteroid preparation for 4/30/81, 15:8:84 
cryosurger,, venereal warts 10/30/80 
14:18:97-98 
drainage of retro-orbital abscess 12/15/80, 
14:21:107-111 
in the elderly 
case study 7/15/83, 17:13:199-254 
preoperative assessment 7/15/83 
17:13:200-208 
Swan-Ganz catheterization 7/15/83 
17:13:208-220 
electrocautery, venereal warts 10/30/80 
14:18:97-98 
endoscopic correction, for tracheal stenosis 
1/15/81, 15:1:108-109 
extracranial/ intracranial bypass, indications 
4/15/82, 16:7:68-69 
for facial neuraigia 2/15/84, 18:3:126-131 
felon drainage 6/15/81, 15:11:59-60, 62 
fetal 1/15/83, 17:1:107-108 
gastrectomy, malabsorption as complication 
8/15/81, 15:14:135-163 
due to gastroileostomy 8/15/81, 15:14:148-149 
for GI bleeding, upper 3/15/84, 18:5:44-46 
emergency 2/15/81, 15:3:73-78 
for geriatric patient 1/30/80, 14:2:80-85 
in head and neck cancer 6/15/84 
18:11:141-173 
hemorrhoidectomy 9/30/81, 15:16:23-28, 33, 37 
hysterectomy, myomectomy 6/15/80, 14:11:16-37 
intestinal, as cause of malabsorption 10/15/81 
1§:17:132 
joint aspiration 2/28/81, 15:4:75; 2/15/81 
15:3:144-149 
joint replacement 4/15/83, 17:7:78-83 





laparotomy, staging 2/15/82, 16:3:93 





laser 1/15/82, 16:1:93-94 
applications 1/15/82, 16:1:108-121 
facial plastic surgery 1/15/82, 16:1:110 
neurosurgery 1/15/82, 16:1:110-117 
ophthalmologic 1/15/82, 16:1:110, 117 
otolaryngologic 1/15/82, 16:1:118-121 
for condylomata acuminata 4/30/82, 16:8:54 
cost savings 1/15/82, 16:1:96 
delivery methods 1/15/82, 16:1:109 
risks and complications 1/15/82, 16:1:121 
mastectomy, prophylactic 3/15/82, 16:5:143-147 
meniscectomy, alternatives 2/28/81, 15:4:28 
neurosurgery, as Cause of diabetes insipidus 
6/30/82, 16:12:114, 116 
in office, lacerations and cysts 8/15/81 
15:14:239-241 
splinter and fishhook removal 8/15/81 
15:14:241-245 
subungual hematoma 8/15/81, 15:14:245 
orchiectomy, for tumor 5/30/83, 17:10:33 
orchiopexy, indications for 5/30/83, 17:10:20 
orthopedic, anticoagulant therapy 7/15/80 
14:13:80-82 
osteotomy, arthrodesis, arthroplasty 4/15/83 
17:7:76-78 
phacoemulsification, of cataracts 1/15/81 
18:1:124-125 
proximal vagotomy, to avoid 8/15/81, 15:14:136; see 
also Digestive disorders, malabsorption 
radial keratotomy, for myopia 1/15/81, 15:1:125-128 
reconstructive, postmastectomy 3/30/82 
16:6:101 -102 
for repair of decubitus ulcers 9/15/82, 16:15:75-84 
retroperitoneal lymphadenectomy, for 
nonseminomatous cancer of testis 5/30/83 
17:10:45-47 
sexual dysfunction following 4/30/83, 17:8:93 
somatosensory evoked potentials, to monitor spinal 
cord function 1/30/83, 17:2:92-94; 1/15/83 
17:1:35 
splenectomy 10/30/80, 14:18:65 
for spondylolysis 1/30/83, 17:2:73-79 
stereotaxic neurosurgery 1/30/83, 17:2:63-70 
sterilization, female 5/15/83, 17:9:128-160 
reversal 5/15/83, 17:9:162-175 
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synovectomy, tenosynovectomy for RA patient 
4/15/83, 17:7:73 

for temporomandibular joint syndrome 1/15/84 
18:1:152-157 

thyroidectomy, indications 6/30/83, 17:12:131, 136 
140, 144; 4/15/83, 17:7:180-184 

tracheostomy, emergency 1/30/82, 16:2:142 

for varicose veins 3/30/84, 18:6:70-73 

Warren shunt placement 2/15/81, 15:3:85 

see also specific surgical technique 

Suturing techniques 

with staples, colorectal 1/15/81, 15:1:102-106 

for wounds 6/15/84, 18:11.101-104 

Syncope 

diagnosis 7/15/84, 18:13:118-145 

Syphilis 

of CNS, and memory loss 5/15/80, 14°9:38, 61 

congenital 5/30/83, 17:10:102, 104 
as cause of vertigo 5/30/81, 15:10:55 

diagnosis and management 4/15/83, 17:7:62-67 

hunterian perianal chancre 4/15/83, 17:7:62-63 

see also Sexually transmitted diseases 

Systemic lupus erythematosus, see Lupus 


erythematosus, systemic 


Tapeworm, see Parasitic diseases, intestinal 
Telangiectasia 
and upper GI bleeding 1/30/81, 15:2:38, 46 
Telephone 
office equipment, technique 7/15/82, 16:13:245-277 
Temporal arteritis 
in elderly 2/28/83, 17:4:39 
as headache cause 7/15/80, 14:13:112-113, 117 
6/30/80, 14:12:34 
Temporomandibular joint syndrome 
Capsule Review 12/15/83, 17:21:110-111 
diagnosis 12/15/83, 17:21:108-136 
American Dental Association guidelines for 
12/15/83, 17:21:131 
history 12/15/83, 17:21:108-118 
of joint inflammation 12/15/83, 17:21:128-134 
physical exam 12/15/83, 17:21:118-122 
referred pain 12/15/83, 17:21:122-128 
of structural disorders 12/15/83, 17:21:134-136 








etiology controversy 12/15/83 
17:21:115, 123 
in Great Britain, Overseas Observer 6/30/84, 
18:12:148-149 
as headache cause 7/15/80, 14:13:110; 6/30/80 
14:12:34 
management 4/15/84, 18:7:106-107; 1/15/84 
18:1:129-164; 11/15/80, 14:19:100-101 
117-118 
Tendinitis, see Bursitis; Joint disorders 
Tendons 
Achilles, injury to 3/15/81, 15:5:140-142 
corticosteroid injections 4/30/81, 15:8:67 
Achilles site 4/30/81, 15:8:69 
injury, in hand. 
extensor 6/15/81, 15:11:51-52, 54, 56 
flexor 6/15/81, 15:11:45-47, 51 
tenosynovitis, signs of 6/15/81 
15:11:62, 65 
Tetanus 
prophylaxis, recommendations for 5/30/81 
15:10:102-103 
Thallium 201 scintigraphy, see Diagnostic 
techniques, for cardiac problems, myocardial 
imaging 
ylline 
monitoring test 8/15/84, 18:14:208-209 (PB) 
see also Bronchodilators 
ra 
for breast cancer diagnosis 3/15/82, 
16:5:98-99, 122-132 
in pain diagnosis 4/15/84, 18:7:90-99 
Thoracentesis 
technique 2/15/84, 18:3:199-207 (PFYP) 
Throat culture 
for bacterial pharyngitis 12/15/84, 18:21:26-36 
10/30/83, 17:18:141-146 
Thromboc 
heparin-induced 7/15/80, 14:13:74 
and splenomegaly 10/30/80, 14:18:60-65 
Thromboembolism, see Pulmonary embolism 
Thrombolytic therapy, see Blood clots 
Thumb injuries 
from skiing 11/15/83, 17:19:207-210 
Thyroid disorders 
goiter, nontoxic 6/30/83, 17:12:143-144 





PROVEN IN THE PATIENT'S 





Graves’ disease 6/30/83, 17:12:127-128, 
131, 140 
Hashimoto's thyroiditis 6/30/83, 17:12:127-128 
3/15/83, 17:5:17, 21; 2/15/80, 14:3:71 
laboratory tests 6/30/83, 17:12:129-131 
and thyrotoxicosis 6/30/83, 17;12:136 
treatment 6/30/83, 17:12:131, 135-136 
hyperthyroidism, diagnosis 2/15/80, 14:3:44-46, 50 
etiology 2/15/80, 14:3:64, 71 
testing for, FlowChart 2/15/80, 14:3:54 
as tremor cause 11/30/81, 15:20:30 
hyperthyroiditis 6/30/83, 17:12:130 
hypothyroidism, in adult 3/15/83, 17:5:17-51 
in child 3/15/83, 17:5.53-61 
diagnosis 2/15/80, 14:3:46-50, 55 
etiology, autoimmune 2/15/80, 14:3:64, 71 
and menstrual dysfunction 9/15/82, 16:15:16, 26, 
35, 54 
myxedema 3/15/83, 17:5:21-26, 46 
subclinical 3/15/83, 17:5:17 
testing, FlowChart 2/15/80, 14:3:66 
thyrotoxicosis 3/15/83, 17:5:46 
transient 3/15/83, 17:5:47-51 
and memory loss 5/15/80, 14:9:37 
myxedema 6/15/80, 14:11:89 
coma 4/15/84, 18:7:67-85 
and neck masses 4/15/84, 18:7:31-32, 45-48, 64 
and renal disease 6/15/81, 15:11:136, 139 
solitary thyroid nodule 4/30/84, 18:8:108-111 
6/15/83, 17:11:119-153 
classifying thyroid carcinomas 6/15/83 
17:11:148-149 
clues to malignancy 6/15/83, 17:11:119-120 
diagnostic tests to rule out malignancy 6/15/83, 
17:11:135, 138-139 
fine-needle aspiration 6/15/83, 17:11:144-145 
148-150 
history 6/15/83, 17:11:142 
how to perform 6/15/83, 17:11:145 
high-risk nodules 6/15/83, 17:11:120-122 
thyroid hormone suppression test 6/15/83 
17:11:133, 135 
thyroid scan 6/15/83, 17:11:122, 132 
treatment 
for benign nodule 6/15/83, 17:11:150, 152 
for suspect nodule 6/15/83, 17:11:152-153 
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Thyroid disorders continue 
test results, interpreting -- 2/15/80, 
14:3:46-47, 55-64 
serum Ts 2/15/80, 14:3:55, 59, 62, 63, 71 
serum T,4 2/15/80, 14:3:55, 59, 62, 71 
TSH, TRH 2/15/80, 14:3:55, 62, 71 
thyroiditis 6/30/83, 17:12°127-144 
acute pyogenic 6/30/83, 17:12:140, 143 
antibiotics for 6/30/83, 17:12:143 
Riedel's 6/30/83, 17:12:143 
“silent,” vs Graves’ disease, diagnosis 6/30/83, 
17:12:139-140 
subacute, laboratory diagnosis 6/30/83, 
17:12:138-139 
thyroid preparations, during pregnancy 5/30/80, 
14:10:61, 62, 106, 107 
thyroid storm, management 3/15/84, 18:5:191-201 
4/15/83, 17:7:189-190 
thyrotoxicosis 4/15/83, 17:7:143-190 
in Britain 10/15/82, 17:17:210-214 
diagnosis, infiltrative ophthalmopathy 4/15/83 
17:7:146, 150-155 
laboratory tests 4/15/83, 
17:7:161-168 
‘masked 
17:7:156-161 
physical examination 4/15/83 
17:7:146-150, 155-156 
symptoms 4/15/83, 17:7:143-146 
treatment, drug therapy, B-blockers 4/15/83 
17:7:185 
thionamides 4/15/83, 17:7:173 
pregnam patient 4/15/83, 17:7:180-181 
radioiodine therapy 4/15/83, 17:7:175-180 
thyroidectomy 4/15/83, 17:7:180-184 
Wayne scale 2/15/80, 14:3:45, 50 
see also Graves’ disease 


SH, TRH, RAIU 


function tests 
for thyroiditis, serum T, and T, 
6/30/83, 17:12:1239-i31 
Tic Douloureux, see Trigeminal neuraigia 


Tinnitus 
workup 9/15/83, 17:15:162 
Tobacco 


smokeless, and cancer 2/15/84, 18:3:211 (PB) 
Te axial 


advances 2/28/81, 15:4:147-150 
body and bone 1/30/83, 17:2:52-70; 2/28/81 
15:4:150 
intracranial 2/28/81, 15:4:147-148 
positron-emission 1/30/82, 16:2:°80-85 
1/15/82, 16:1:195-198; 2/28/81, 15:4:150 
rapid scanning 1/30/82, 16:2:63-65 
three-dimensional reconstruction 1/30/82 
16:2:65 
for angina 1/15/82, 16:1:140-141 
of cardiac structures 1/15/82, 16:1:161-163 
for cryptococcosis monitoring 8/15/82 
16:14:149, 155 
dementia diagnosis 6/15/80, 14:11:89 
gallbladder scan 7/15/80, 14:13:29, 39 
mtracramial 1/30/83, 17:2:56-64 
for mesothelioma, staging 3/15/83, 17:5:173-175 
of neck masses 5/30/84, 18:10:66-75 
for spinal diagnosis 1/30/83, 17:2:52-56 
osteoporosis 1/15/83, 17:1:95 
tumors 1/30/83, 17:2:°56 
and stereotaxic neurosurgery 1/30/83 
17:2:63-70 
of temporomandibular joint 12/15/83 
17:21:134, 136 
for TIA diagnosis 4/15/82, 16:7:39-51 
and ultrasonography, abdominal 2/15/84 
- 317-61 


lonometry 
—— screening 9/15/84, 18:15:16-51 


indications 1/15/84, 18:1:21 (RR), 10/30/83 
17:18:152 
cor pulmonale 12/15/80, 14:21:92 
peritonsiliar abscess 10/30/83, 17:18:151 
12/15/80, 14:21:91, 92 
Pittsburgh study 12/15/80, 14:21:85, 91 
laser technique 1/15/82, 16:1:95-96 
in young adult 4/15/84, 18:7:32-37 
Total body opacification, see Tomography, 
computerized axial 
Toxic shock 


diagnosis 8/15/80, 14:14:73 
etiology 1/15/81, 15:1:133-139 

see Antianxiety agents; 
Antipsychotic agents 


Transcutaneous nerve 
for pain 4/15/84, 18:7:110-113 


apathetic” hyperthyroidism 4/15/83, 





for postherpetic neuralgia 4/30/83, 17:8:71 
Transtusions 


acquired immune deficiency syndrome risk 1/30/84, 


18:2:153-158 

in chronic renal failure 6/15/81, 15:11:134 

in GI bleeding 3/15/84, 18:5:46-49 

Transient ischemic 

anticoagulant therapy 7/15/80, 14:13:91-95 

as stroke precursor 4/15/82, 16:7:18-69 
carotid vs vertebrobasilar 4/15/82, 16:7:32-51 
compared with RIND, PRIND 4/15/82, 16:7:32 
medical management 4/15/82, 16:7:51-63 
surgical management 4/15/82, 16:7:63-69 

vertigo as sign of 5/30/81, 15:10:41 

Transplants 


bone marrow, use of double-lumen Hickman 
catheter following 5/30/82, 16:10:151, 154-155 

pancreatic tissue 2/15/82, 16:3:197 

Trauma 

as Cause of bursitis and tendinitis 10/30/81 
15:18:14-16, 4/15/81, 15:7:85 

as cause of impotence 2/28/82, 16:4:89 

chest, acute respiratory distress syndrome 6/15/83, 
17:11:46-50 

pleural effusion 6/15/83, 17:11:43-46 

head, as cause of vertigo 5/30/81, 15:10:51 

heimet removal 4/15/82, 16:7:209-211 

homosexual injuries 10/30/80, 14:18:126-143 

knee injuries 2/15/81, 15:3:96-165 

to nose 10/30/83, 17:18:125-127 

nutritional support, TPN 1/30/81, 15:2:79 

in osteoarthritis etiology 2/28/81, 15:4:25, 28, 37 
frostbite 2/28/81, 15:4:37-38 

stress ulcer, managing 2/15/81, 

see also Wounds 

Travel 


air travel, 
contraindications for 6/15/82, 16:11:25-38 
Patient Education Aid—staying comfortable 
6/15/82, 16:11:50-51 
physiologic changes 6/15/82, 16:11:24-39 
barotrauma 6/15/82, 16:11:25, 29, 32, 37 
jet lag eftects 6/15/82, 16:11:43-49 
swelling of limbs 6/15/82, 16:11:49 
altitude iliness 6/15/82, 16:11:55-79 
HAPE, HACE 6/15/82, 16:11:66-79 
Patient Education Aid 6/15/82, 16:11:82-83 
prevention 6/15/82, 16:11:64-65 
immunization, regulations and recommendations 
9/15/82, 16:15:117-153 
Patient Education Aids—diarrhea management 
9/15/82, 16:15:162, 165 
staying healthy 9/15/82, 16:15:157, 160 
‘turista,” Escherichia coli intection 5/15/83, 
17:9:103, 106-107 
see also Malaria 
Tremor see Motor system disorders 
Trichomonas 
diagnosis 4/15/83, 17:7:36-40; 1/15/83, 17:1:125 
T 


diagnosis and management 2/15/84, 18:3:108-113 
Triggerpoints, , see Myofascial pain 
IF emeer 
chemotherapy 1/30/81, 15:2:107-119 
chemoprophylaxis guidelines 1/15/83, 
17:1:198-203; 2/15/82, 16:3:122 
neurotoxic effects of 6/30/81, 15:12:67 
short course, isoniazid and rifampin 1/15/83, 
17:1:195; 2/15/82, 16:3:108-112 
laboratory monitoring and hepatotoxicity 
1/30/81, 15:2:116 
pediatric dosage 1/30/81, 15:2:108, 112 
diagnosis 2/15/82, 16:3:101-108 
and incidence of concomitant diseases 1/15/83, 
17:1:189-198 
extrapulmonary 2/15/82, 16:3:111-115 
in geriatric patients 4/30/84, 18:8:134-137 
and hypercaicemia risk 1/30/82, 16:2:47-50 
pneumothorax treatment, as Cancer risk 
3/15/82, 16:5:30 
treatment during pregnancy 5/30/80, 14:10:52 
see Cancer 


Turista 
toxic afterettects 9/15/81, 15:15:221 


Ulcerative colitis, see Colitis, ulcerative 
Ulcers 


aphthous 3/30/80, 14:6:111-112 

as Cause of upper GI rong A 1/30/81, 15:2:46 
cimetidine 2/15/81, 15:3:58, 6 

corticosteroid effects on S/30/81, 15:10:95 





decubitus 2/28/83, 17:4:39; 9/15/82, 16:15:58-89; 
1/30/80, 14:2:81-85 
Capsule Review, grades of 9/15/82, 16:15:58-59 
prevention 9/15/82, 16:15:61 -68 
treatment 9/15/82, 16:15:68-84 
duodenal, 
diagnosis 2/15/81, 15:3:32, 43 
managing, FlowChart 2/15/81, 15:3:64 
emergency care 9/30/81, 15:16:89-90 
emergency surgery for 2/15/81, 15:3:73-78 
gastric, managing, FlowChart 2/15/81, 15:3:80 
peptic, 
drug therapy 9/30/81, 15:16:49-90 
research 9/30/81, 15:16:76-77 
incidence of in renal disease 6/15/81, 
15:11:139-140 
postgastrectomy malabsorption 8/15/81, 
15:14:135-163; see also Digestive disorders, 
malabsorption 
stress as factor 9/15/81, 15:15:175-181 
stress, management 2/15/81, 15:3:92-94 
Ultr: 


asonography 
abdominal 7/15/84, 18:13:19 (RR); 2/15/84, 
18:3:17-65 
for breast disease diagnosis 1/15/81, 15:1:97-101 
breast cancer diagnosis 3/15/82, 
16:5:98-99, 122-132 
for cardiac patients, see Echocardiography 
computer assisted 1/30/82, 16:2:66-71 
in breast examination 1/30/82, 16:2:68 
in cardiology 1/30/82, 16:2:70-71 
in fetal monitoring 1/30/82, 16:2:66 
real time 1/15/83, 17:1:105 
in kidney, gallbladder disorders 1/30/82, 16:2:70 
Doppler, for venous thrombosis 7/15/80, 14:13:72 
fetal monitoring for intrauterine growth retardation 
7/15/81, 15:13:146 
for myocardial infarction 11/15/81, 15:19:70 
in obstetrics and gynecology 9/15/84, 18:15:15 (RR); 
7/15/84, 18:13:277 (RR), 3/15/84, 18:5:65-97 
fetal position and maturity 3/30/80, 14:6:93, 94 
measurement of follicular maturation 1/15/83, 
17:1:79 
phacoemulsification, of cataracts 1/15/81, 
15:1:124-125 
role of stress 9/30/81, 15:16:85-89 
surgical indications 9/30/81, 15:16:73-80 
in tendinitis 4/15/84, 18:7:110 
respiratory tract infection, see Respiratory 
tract infection 
Uremia 


treatment, caicium supplements 6/15/81, 15:11:139 
catheterization 

for geriatric patient 2/15/80, 14:3:119-121 
incontinence 


as decubitus ulcer factor 9/15/82, 16:15:68 

geriatric management 2/15/80, 14:3:119-121 
FlowChart 2/15/80, 14:3:169-171 

broad-spectrum penicillins for 1/30/80, 14:2:47-49, 
59, 63, 76,77 

cystitis, diagnosis and treatment 6/30/84, 18:12:16 
(RR); 2/29/84, 18:4:16-40 

drug therapy 3/30/80, 14:6:71 

geriatric management 4/30/84, 18:8:137-140; 
2/15/80, 14:3:110, 120, 124 

pediatric diagnosis 2/28/81, 15:4:125-136 
FlowChart 2/28/81, 15:4:134-135 

pyelonephritis 3/30/84, 18:6:177-188 

recurrent 10/15/84, 18:17:15 (RR); 8/15/84, 
18:14:16 (RR); 3/30/84, 18:6:176-191 

sulfonamides 2/29/80, 14:4:48-54 

treatment 2/28/81, 15:4:136-140 

urethritis, postcoital 2/28/81, 15:4:138-139 

urinary antiseptics 2/29/80, 14:4:55 

see also Drug therapy, for urinary tract infection 

Urine tests 


in diabetes, 1 ate Education Aid 3/15/80, 
14:5:142-1 
Penne a 5/30/84, 18:10:18-32 
suprapubic bladder tap 10/15/83, 17:17:217-219 
disorders 


of bladder, physical exam 10/15/82, 16:17:144, 
149-151 

calculi 11/15/84, 18:19:37-60 

enuresis 11/30/84, 18:20:54-81 

geriatric 2/15/80, 14:3:119-124 
FlowCharts 2/15/80, 14:3:160-161, 164-165, 

169-171 

hematuria 11/15/84, 18:19:16-28 

in kidney stone formation 2/15/80, 14:3:33-35, 42-43 

see also Kidney disorders; and specific disorder 

Uterine disease, see Gynecologic disorders; and 
specilic disorder 
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Vaccines 
for influenza 8/15/84, 18:14.62-83 
outlook '84 9/30/84, 18:16:103-104 (O) 
pertussis 9/15/84, 18:15:173-174 (PB) 
pneumococcal 8/15/84, 18:14:83-92 
see also Immunization 
Vaginitis 
causes 4/30/82, 16:8:15-19, 40-54 
FlowChart 4/30/82, 16:8:38-39 
diagnosis and management 4/15/83, 
17:7:31-36 
laboratory tests, wet-mount and potassium 
hydroxide smear 5/30/84, 16:10:40-47; 4/30/82 
16:8:19-22 
treating 4/30/82, 16:8:22-40 
Valvular heart disease 


diagnosis, FlowChart 2/28/81, 15:4:102-103 
pediatric 4/15/81, 15:7:132-138; 2/28/81 
15:4:90-97, 106 
prosthesis, indications and selection 4/15/81 
15:7:128-14 
therapy for 4/15/81, 15:7:106-140 
for regurgitation 4/15/81, 15:7:125-128 
for stenosis 4/15/81, 15:7:118-124 
Valvular lesions, see Cardiac disorders, valve 
lesions 
Valvular prostheses 
antibiotic prophylaxis 6/15/81, 15:11:106-108, 110 
heart, mechanical vs heterografts 1/15/82 
16:1:154 
postsurgical care 6/15/81, 15:11:91-117 
Valvular surgery, see Cardiac surgery 
Varicose veins 
diagnosis 3/30/84, 18:6:22-54 
and diet, low-fiber 6/15/84, 18:11:16 (RR) 
treatment 7/15/84, 18:13:277 (RR), 3/30/84 
18:6:63-75 
Vascular diseases 
hypertension, see Hypertension 
peripheral 
intermittent claudication, diagnosis 8/15/83 
17:14:100-121 
management 8/15/83, 17:14:123-129 
ischemic limb, 
acute 10/30/83, 17:18:157-167 
chronic 10/30/83, 17:18:171-183 
pulmonary embolism, see Pulmonary embolism 
as stroke risk factor 4/15/82, 16:7:20 
see also Varicose veins; and specific disorder 
Vascular 
arteriovenous malformations, and lower GI bleeding 
3/15/81, 15:5:72, 78, 91, 101 
syncope as indication of 5/30/81, 15:10:56-61 
Vasectomy 
before, during, and after 1/15/84, 18:1:218 (RR) 
candidates for 7/15/83, 17:13:166-169, 173 
Capsule Review, male reproductive physiology 
7/15/83, 17:13:166-168 
complications 7/15/83, 17:13:184, 189, 191 
contraindications, medical 7/15/83, 17:13:174 
operating techniques 7/15/83, 17:13:176-184 
Patient Education Aid 7/15/83, 17:13:195-196 
preoperative preparation 7/15/83 
17:13:174-178 
reversal, evaluation and costs of 7/15/83 
17:13:192-197 
safety of 7/15/84, 18:13:266-271 (PB) 
Vasodilators 


for congestive heart failure 11/15/80, 14 19:52-59 
82, 86 
complications 11/15/80, 14:19:56-57 
FlowChart 11/15/80, 14:19:52 
indications 11/15/80, 14:19:57 
nitroprusside, cyanide poisoning 11/15/80 
14:19:69 
triglyceride interaction 11/15/80, 14:19:61 
as headache cause 7/15/80, 14:13:125, 127 
Vasomotor rhinitis, see Rhinitis 


Vasopressors 
dopamine 3/30/81, 15:6:70-72, 87-88, 99-100 
vasopressin perfusion for GI bleeding 3/30/84 
18:6:118-120; 3/15/84, 18:5:49-58 
Venereal diseases, see Sexually transmitted 
diseases 
Vertigo 
evaluation ot 5/30/81, 15:10:23-61 
categories 5/30/81, 15:10:36 
central 5/30/81, 15:10:40-50 
peripheral 5/30/81, 15:10:40-41, 51-55 
vestibular disorders as cause of 5/30/81 
15:10:55-56 
Méniére's disease, symptoms of 5/30/81 
15:10:51, 54-55 
Viral croup, see Croup 





Virus diseases 
om mononucleosis 6/30/83, 
17:12:68, 73 
diabetes, triggered by virus 4/30/82 
16:8:115 
Epstein-Barr virus 11/15/81, 15:19 ae 220-221 
exudative tonsillitis 12/15/80, 14:21:61 
mononucleosis 6/30/83, 17:12:60- er 
antibodies test 6/30/83, 17:12:67-68 
and Burkitt's lymphoma 6/30/83, 17:12:74 
and nasopharyngeal carcinoma 6/30/83, 17:12:74 
herpes simplex, drugs 2/28/81, 15:4:140-141; 
1/15/81, 15:1:40-46 
herpesvirus, types of, and diseases caused by 
11/15/81, 15:19:200-227; see also Herpesvirus 
infections 
infectious diarrhea, 
Norwalk virus 5/15/83, 17:9:90-91 
rotavirus, in young child 5/15/83, 17:9:90-91 
influenza 12/15/80, 14:21:115-131 
CDC vaccine recommendations 11/15/81, 
15:19:259-266 
lymphoproliferative syndrome 6/30/83, 17:12:68 
poliomyelitis, CDC immunization recommendations 
6/15/80, 14:11:113-118 
refractory pharyngitis 12/15/80, 14:21:77, 78 
staphylococcal scalded-skin syndrome 1/15/81 
15:1:139 
varicella zoster, exposure risks to chemotherapy 
patient 4/15/82, 16:7:179 
Vision see Eye disorders; and specific 
disorder 


‘itamins 

for acne, vitamin A analogue 4/30/83, 17:8:75 

for cancer patient 3/30/80, 14:6:28 

as Cause of hypercalcemia, D and A 1/30/82 
16:2:43, 46-47 

fat-soluble, malabsorption due to cholestasis 
10/30/80, 14:18:44; 2/29/80, 14:4:63 

replacement for cystic fibrosis patient 
2/28/82, 16:4:46 


for fibrocystic breast disease, E 3/15/82. 16:5:132, 139; 


1/15/81, 15:1:96 
and fluoride supplements 11/15/80, 14:19:95-105 
for geriatric patient 2/15/80, 14:3:98-99, 156 
gingivitis, due to deficiency of 11/15/80, 14:19:110 
malabsorption of 10/15/81, 15:17:128-131 
index, by specific nutrient, of causes, symptoms 
tests for 10/15/81, 15°17:166-177 
nutrition supplements 5/30/84, 18:10:86-124 
in Great Britain, Overseas Observer 12/15/84 
18:21:94-95 
during pregnancy 3/15/81, 15:5:30, 42 
risks 5/30/80, 14:10:67, 95-97 
therapeutic guidelines 9/30/84, 18:16:81-101 
vitamin C, for cancer, gastrointestinal and bladder 
5/15/83, 17:9:22-23, 45, 59, 71 
Capsule Review, physiology and intake 5/15/83 
17:9:20-21 
cholesterol metabolism 5/15/83, 17:9:23, 71-72 
for common cold symptoms 5/15/83, 17:9:18 
20-22, 67 
drug interactions 5/15/83, 17:9:27 
effect on nitrate metabolism 5/15/83, 17:9:44 
and immunity, effects of megadose 5/15/83, 
17:9:18, 20-23, 72, 74 
laxative effect 5/15/83, 17:9:26, 44, 69, 71 
optimal intake and benefits 5/15/83, 17:9:48, 64, 
67, 72,74 
Overseas Observer 12/15/83, 17:21:147 
Patient Education Aid 5/15/83, 17:9:38-40 
and stress 2/15/84, 18:3:14-15 
toxicity 5/15/83, 17:9:25-27, 47, 59, 62, 68-69 
for xerostomia, A 7/15/84, 18:13:19 (RR) 
Vv 


in pregnancy, management 3/15/81, 15:5:51-52 


Walkers 

selection of 5/30/84, 18:10:142-146 
Wallenberg's s 

vertigo as symptom of 5/30/81, 15:10:42 
Warfarin sodium 


as poe ag ee agent 11/30/82, 16:20:103-104, 109; 
7/15/80, 14:13:62-96 

during pregnancy 11/30/82, 16:20:109; 

7/15/80, 14:13:80 
Capsule Review 11/30/82, 16:20:104 
7/15/80, 14:13:64 
drug interactions 11/30/82, 16:20:104; 7/15/80, 
14:13:79, 95 


Warts 
periungual management 4/30/83, 17:8:64-65, 75 





venereal 9/30/84, 18:16:64-76, 4/15/83, 17:7:36-41. 
4/30/82, 16:8:16, 19, 10/30/80, 14:18:97-98 
treating 4/30/82, 16:8:40 
surgery 4/15/83, 17:7:40-41 
laser 4/30/82, 16:8:54 

Werner's s 
and insulin resistance 3/15/82, 16:5:170 
Wernicke- 


syndrome 
and alcohol abuse 11/30/80, 14:20:90-96 
genetic factor 5/15/83, 17:9:34 
and memory loss 5/15/80, 14:9:22, 42, 45, 46, 62 
see also Psychoses 
Wernicke’s encephalopathy 
emergency care 5/15/81, 15:9:53 
Wheelchairs 


selection and home environment 11/15/84, 18:19:15 
(RR); 10/30/84, 18:18:16 (RR); 6/15/84, 
18:11:48-80 

When Your Patient Asks . 

about acupuncture 1/15/84, 18:1:199-201 

about alcohol and emphysema 10/15/84, 
18:17:201-204 

about aphrodisiacs 10/15/83, 17:17:220 

about £-carotene intake and cancer 10/15/83, 
17:17:221 

about circumcision 2/29/84, 18:4:181 

about exercising 7/15/84, 18:13:259-262 
during pregnancy 11/30/84, 18:20:130 

about fasting 9/30/83, 17:16:200 

about fertility after age 30 2/29/84, 18:4:180 

about fiber intake 1/15/84, 18:1:201-205 

about home pregnancy tests 9/15/83, 17:15:189 

about intrauterine devices and ectopic pregnancy 
3/15/84, 18:5:202 

about lead-based paint removal 4/15/84, 
18:7:145-148 

about migraines and diet 4/15/84, 18:7:151 

about minoxidil and baldness 4/15/84, 18:7:148-151 

about retirement and health 5/30/84, 18:10:157 

Whiplash 


muscle energy manipulation 8/15/84, 18:14:144-150 
Whipple's disease 


and malabsorption 1/30/83, 17:2:98, 112-121 
10/15/81, 15:17:142, 150, 154, 155 


Wills 
for elderly cancer patients 12/15/83, 17:21:83, 99-107 
living 12/15/83, 17:21:83 


diagnosis 2/15/82, 16:3:30, 35, 60 

prognosis 2/15/82, 16:3:70-75 

sexual dysfunction 7/15/82, 16:13:173 

Wilson's disease, see Hepatolenticular 
degeneration 

Worms, see Parasitic diseases, intestinal 

Wounds 


FlowCharts, wounds, first aid 6/15/82, 16:11:110-111 
marine animal wounds 6/15/82, 16:11:108 
minor cuts, first aid 6/15/82, 16:11:109 

gunshot or knife 6/15/83, 17:11:57 

management, 
closure 12/15/84, 18:21:96 (RR); 6/15/84 

18:11:89-111 
dressings 7/15/84, 18:13:149-167 
healing problems 8/15/84, 18:14:190-206 
initial 10/15/84, 18:17:16 (RR); 3/15/84, 
18:5:101-126 

office care, lacerations, splinters, subungual 
hematoma 8/15/81, 15:14:239-245 

see also Trauma 

Wright's stain 

technique 5/30/84, 18:10:32-40 


Wrist injuries 

anatomy 3/30/81, 15:6:103 
diagnosis 3/30/81, 15:6:104-112 
management 3/30/81, 15:6:112-117 
FlowChart 3/30/81, 15:6:116-117 


Xanthomas 

in familial hyperlipidemia 10/30/80, 14:18:26 
x y, see Mammography 
Xeroradiography, see Radiographic scans 
Xerostomia 


causes 11/15/80, 14:19:113-117 

diagnosis and management 2/29/84, 18:4:42-79 
in elderly 2/28/83, 17:4:39 

vitamin A and 7/15/84, 18:13:19 (RR) 


X-ray, , see Radiographic scans; 
Radiology; and specific technique 


Zollinger-Ellison s: 
diagnosis 4/30/80, 14:86:65 
differentiation from ulcer 9/30/81, 15:16:49-50 
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olenec J: Postsurgery adjuvant immunotherapy 
10/15/84, 210-211 (O) 

Volpintesta EJ: Medicine and the middie class 
2/15/84, 14 (RR) 

Walbroehi GS: Urinary tract infection. 6/30/84, 
16 (RR) 

Walker R: New vaccines. 9/30/84, 103-104 (O) 

Ward JR: Nonsteroidal anti-inflammatory drugs 
6/30/84, 89-125 

Weber LE: Thoracentesis. 2/15/84, 199-207 (PFYP) 

Welsby PD: Shingles in Great Britain, Overseas 
Observer. 2/29/84, 185-188 

Wenger NK: Angina. 2/15/84, 67-87; 1/15/84, 23-64 

Wescott WB: Xerostomia. 2/29/84, 42-79 

Whitlock BO: Smoke inhalation. 12/15/84, 25 (RR) 

Wicks JD: Ultrasonography. 3/15/84, 65-97; 
2/15/84, 17-65 

Widome MD: Car seats. 12/15/84, 82-93; 10/15/84, 
166-180 

Williamson PS: IV lines in the neonate. 11/15/84, 
173-177 (PFYP); Circumcision. 4/15/84, 
165-173 (PFYP) 

Willitord ME: Acute abdominal pain. 10/30/84, 72-87; 
9/30/84, 42-59; 8/15/84, 102-134; 6/30/84, 18-54 

Wiltse GL: Varicose veins. 6/15/84, 16 (RR) 

Winawer SJ: Gi bleedi Aye! 76-117, 118-133; 
3/15/84, 44-63; 2/29/84, 80-12 

Winterbauer RH: Chronic cherusive pulmonary 
disease. 11/30/84, 85-96; 7/15/84, 205-233; 
6/15/84, 177-187; 5/15/84, 128-160 

Wolt MD: Removing lead-based paint. 4/15/84, 


. 145-148 (WYPA) 


Wortman WJ Jr: Cystitis. 7/15/84, 278 (RR) 
Zervanos NJ: Vitamin A and dry mouth. 7/15/84, 

19 (RR) 
Zikria BA: Smoke inhalation. 7/15/84, 172-202 OO) 
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